ACTION. 


ALIAS 


HYPOCRISY, 


ALIAS | 


MODERATION, |! 


From its firſt Riſe down toitsPreſent of 
Toleration in theſe Kingdoms. 


| Fherta inORTGINAL and INCREASE 
are ſer forth, its ſeveral CONTRI 
'VANCES "ro Subvert the 


CHURCH and STATE, 


| | Apparently DETECTED, and the Steps it has| | 
made towards Fone wing into the SUPREA N POWER 

from the REGORMATION tw the RISING. of 

the laſt PARLIAMENT, ace Conſider d. 


 Malus udi Bonum ſind + tunc eft Senne — 

bs is certain that 4 Man ſhall nas ſee ſuch Harrible deen 
in the Papacy, 4s w the Goſpel is Preach'd, and = 
Profeſs'd ; for they will fa, they are Reform'd, and yet] _ 
they ſeem to be Devils Incarnate, neither have we need | 1 


far off for ſuch Sights. Calvin. Serm. 10. in * 4 
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THE 


REF ACE. 


II HE Neceſſi 175 of ſuch a Tres. 
tiſe as this carries ita own. 
cuſe with it; I ſhall thereſore 
ve the Reader no Trouble to an 
at ate of Day when the Preſs 
o Clogg'd by the Diſſenting Far- 
, that every Man ſhould riſe 
in Defence of the Church and 
nernment e d. What I 
ake a Preſent to the World of, is 
atter of Fact, . F Truth has 
t Charms enough to recommend 
ſelf Naked as it is, I ſhall as. 
ieſce in the |, atisfaction of ha: 
ng done my Endeavours it ſhoulg. 


The very Title of it may ſerve 
y ts Fee and it will 


A 2 6 


from the ſeveral Reigus, that ar 


Good Marmers. The Author half 
ever had Regard to tbe Roy! 


| be i not without hopes 'q 15 E.. 


convince the World that the Pa 
ſons they are ſo tender of, und 


The PREFACE 


be needleſs to ſay any thing far | 
ther, than to ſhew that Care hai 
been taken to Collect ſuch Paſſage 


here made mention of, as may ne 
ther be Tedious nor O fenſre 14 


Authority, and therefore hopr 
to be Excus'd if he makes not 
free with their Auguft Chara&ter 
as 1s but too common with our M 
dern Hiſtorians. 

© He has bronght this Spawn 
Sedition from her Cradle almo 
to Ber Throne, and is ſorry tt 
ſeveral Opportunities that offer 
themſelves for its total Suppreſ 
on from its Infancy to this tin 
were not duly laid hold of; th 


of his, may be of ſome uſe, 


in 


a The PREFACE. 
the Name of Proteſtant Diſſen. 
ters, are not ſuch Friends to the 
Proteftant Intereſt, but they would 
lend a helping Hand to overthrow 
it for their own, and would en. 
ter into Confederacies -with the 
Pope, the French, or any other 
Foreign Potentate, to be poſſeſst 
| Hoy chief Places of Truſt under 
7 a 


Religion is their Cry, but Mo. 
ney is their God; Liberty and 
Property their Pretence, Perſe. 
cution aud Slavery their Deſign ; 
as is made appear during the 
whole Cour ſc e of the following Hi. 
Rory, that gives their Demeanour. 
from Authentick Records , and 
——_ Manuf! C rept Ss, frm 5 as 


the Author cannot atteſt from his 
own Knowledge. He's a Man that 

has not been altogether a Kran- 
ger tothe publick Affairs, has I'd. 
long enough m the World to be: 


weary _ 


count than from a Principle of - 


2 off from that Baſis it at pre- 
fu d Chaos of a Common-wealth, - 


5 probe unſucceſsful, and the Na- 


zn their Lethargy, even when all 


The PREFACE. | 
weary | . of ; the Tranſ, actions that 
happen in it, and makes his Obſer- 


vations fnublieꝶ upon no other Ac- 
omg Good. 1 
This he hopes to accompliſh, 
by ſhewing the Steps that Facti- 
on has all along made to get in- 
to the Adminiſtration ; the Mea- 
ſures it . has taken to rob the 
Church of its Birthright from 
its Original to this very Day, 
and the Ways and Means it ig 
till concerting to unhmgethe very 
Being of the Monarchy, and flimg 


ſent flands upon, into the con- 

Tet if his Endeavours Je 
tion after what he bas Written 
to awaken them into a due ſenſe 


of their Danger, ſhould continue 


our 


The PREFACE. 


our Hopes depend s the 
Queen's ſingle Life, and we muſt 
never again. expect the Oppor- 
tunities that now ſeem to Court 
us for our, Common Good, he 
has this to Comfort Hiniſelf, 
that he is too Old to live to 
ſee the diſmal Effects of it, and 
has done all that was m the 
Power of a crazy Conſtitution, 
all flate of Health, and a great 
Age, to prevent what -may hap- 
pen from the diſmal E 2 of 
u to Poſterity. N 
.. Though he is far from deſpair- 
ing that the ſame Good Provi- 
dence that bas hitherto preſerv- 


led this our National Church 


from the Inſults of her Enemies, 
may not ſtill continue to Sup- 
port her; eſpecially ſince our 
Worthy Repreſentatives that ſerv. 
ed ber ſo faithfully in the laft 
Seſſion of Parlament, are in a 

| Capacity 


The P REFACF. - 
city to be Choſen again in 
4 Enſuing; and thoſe Electors 
muſt ſhut their Ears agamnſt the 
Voice of Merit, and Reaſon, that 
will not hear their paſt Good 
Services, which plead ſo power- 
ſul by in their Behalf. 


od | THE 


"WHISTORY 
IS 
action and Hypocriſy, 
From its Firk RISE, 


Down to theſe Preſent Times, Oc. 


Action, alias Moderation, as the 
Saints of theſe Times call it, was 
born in the Year 1528 : The City 
of Geneva was the Place of its Na- 
Nvity; Rebellion was the Parent that 

rought this Child of Darkneſs forth-; 
nd Self. intereſt the Father that begot it. 

_ (ome Hiſtorians indeed, to ſhew their 
E: Wkill in Chronology, trace its Original 

wech higher, and bring it down imme- 
ately from Cain the Fratticide ; but I 
ontent my ſelf to tell the Reader, That 
Inis I mean, like the French Ring, was 

Porn with Teeth, and was at Years of Un- 

B - derſtanding 


2 


ſooner ſaw the Light, butcry*d out, Noi 


| Menaces did e'en as much as his Artillery 
which was juſt nothing at all; Indepe 
dency was the Word, and Independen 
ey would be, forall that he could ſay 
aid to the End of the Chapter. 


- Fancy; be it known therefore, to tho 
who are inquiſitive after the Tranſactic 
ol Riper Years, that having ſo ſettled ti 
Sovernment of Affairs in its own Dom 


The Hiſtory of Faction, c. 
derſtanding as ſoon as it was out of iti 
Mother's Belly. As for God. Fathers and 
God.mathers I never heard of any, it had 
Impudence enough to anſwer for itſelf 
without any Vouchers for its good Beha- 
viour, but the Annals of thoſe Times in 
form us, Nurſes it had Two, Xgingliu 
and Calvin, that brought it up by Hand 
with the Spoon-meat of Contradiction, ani 
one Chaplain or Tutor Which was onal 
Kyox, the famous Scotch Man. It ni 


Epiſcopari, and made the Biſbop of the C 
ty withdraw himſelf ſrom his See. Th. 
Dake of Savoy for his part, fell a Threat 
ning like one that would ſend it hack 
gain from whence it came, and with 
Canton of Bern made a Noiſe at its ſhak 
ing off his Soveraignty, but all to littk 
purpoſe, the Mob was of its Side, and hi 


* 


much may ſuffice for its State of It 


N 


ot 


The Hiſtory of Faction, Oc. 
, as neither to fear the Thunder of the 


Watican, or have the leaſt Dread of the 
Jeſtoration of ſquare Caps, Gowyns, Law n- 


f its 
and 
had 


tſelleves, Rochets, or Surplices, it took a 
cha. nncy to travel, and ſow the Tears of Sedi- 
sinn in Germany, Switzerland, France and 


land. The Journey ſucceeded as it 
puld wiſh, andwhere- ever it came, no- 
ing was to be heard of but Jealouſies and 
ears, Diſcontents and Inſurrections: In- 
much, that there was not a Country it 
aſd through, but what felt the hateful 
ffects of its Progreſs. God's Worlhip 
as the Pretext this Incendiary made uſe 


* 
4. , while its Emiſſaries were di ouring 
ck e Creator, by ſolely taking Care of the 
h rofit and Advantage of the Creature. 


roſelytes brought in Money, and Money 
arry'd on its Defigns in ſuch a manner 
s embroyPd the Affairs of the greateſt 
Fcinces in Europe, and totally ſuppreſs'd 
e Diſtinction between Good and Evil, 
Light and Wrong, Soveraignty and Sub- 
tion. The Prince was exhorted to make. 
onverts of the People, and the People 
d take Arms againſt the Prince, till at 
aſt War and Defglation grew into an Ex- 
mple, and. one Nation took Meaſures 
rom angther, how to deſtroy themſelves 
rough the Means of this Faction's pre- 
—_— - Ba deni 
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— It 
tending to be ſent Ambaſſador extraordil 
nary from The Prince of Peace: In hon 
the Infection was almoſt grown Epidemie 
cal, and had diſpers'd it ſelf from the Le 
Leman, more or leſs, the Scin over th; 
Danube, the Rhine, the Moſell, and the 
Maes, the laſt of which, wholly flung 
off its Allegiance from its lawful Prince, 
and to have an Excuſe for the general 
Defection, made choice of one falſe Wor: 
{hip for anorher, by way of Exchanging 
Superſtition for Hypocriſie. 
Hut to leave remoter Countries for our 
own, and to give an Account of its Re. 
ception here among us, of the Britiſh Na 
tion, I meanthe Eugliſh and Scotch, (tho 
Calvin began to keep his Correſponden- 
cies with the firſt, long before its Union 
with the laſt) it may not be improper to 
iay this Piece of Sanctity, or whatever 
you'ſ call it, attempted to bring about 
ſuch Purpoſes here in Exglana, in the Yea! 
1547, by the Mcans of Martin Bacer, 
who tranſmitted our Liturgy from hence 
to John Calvin, to ſtand his Teſt and de- 
ciſive Opinion: Honeſt Johy for his part, 
was not among thoſe that compogd it, 
and for that Caule could not approve oſ 
ir. ?*T'wasPopery and the Whore of Ba- 
677033 all over, though it was rompiPd in 
* the 
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The Hiſtory of Faction, Oc. 


e Reign of a Prince that would allow of 
rdiWMWothing like it; and his Acquaintance and 
ort Delegate Martin, was to make the moſt 
mi reſſing Inſtances imaginable, with the 
Alien Lorc-ProteQtor, the Duke of Somer- 
ther, that he would give Order for his Cor- 
the ctions and Amendments. To ſtrength- 
unge his Intereſt with the Duke, he ſent 
nce is Highneſs a leng Admonitory Epiſtle 
cralMWoder his own Hand; at laſt, finding the 
rotector's Stomach had no Reliſh at all 
br Puritaniſm, or Innovations in the E- 
abli{h*d Church's Form of Prayer or 
ou eremonies, he carried his Exhortations 
Reerther, and apply'd by way of Letter to 
Na is Nephew the King, and Council, both 
ouſes of Parliament, the Convocation 
gen: f the Clergy, the two Univerſities, &. 
nion hich with much ado prevaiPd with the 
r to cople by the Means of his Agents who 
eve ept their proper and diſtinct Circuits, to 
boutWiilike that Form of Worſhip, which at 
Y carWine firlt was look?d on by them as an hea- 
acer, FWenly Treaſure, compos'd by the eſpecial 
ence irection of the Holy Ghoſt : But this 
de · Nyas to be imputed to the Eagerneſs of 
art, heir Solicitations, more than any thing 


J it, hat was faulty in it; and it was brought 
e of inder a Review, and alter'd to a farther 
Be. Piſtance than it had been before from the 


B 3 Mi 


6 The Hiſtory of Faction, Wo. 
Rituals of the Church of Roe. Yet tho 
it had much leſs of Rome (though nothing 
was meerly Roman that was not Ortho- 
dox and Primitive) it was ſtil as far of 
from the Rules of Geneva as it was before 
the new Amendments; that gave no ſmall 
Mortification to Calvin, and alarm'd hin 
into Reſolutions of Revenge; which hel 
fully accompliſÞd by the Aſſiduity of hi 
Emiflaries, againſt his chief Oppoſer th: 
Lord-Protector, who brought him ant 
his Brother the Lord Admiral to the Block; 
and had compaſs'd his Deſigns again 
Archbiſhop Crammer, had not Death ta 
ken away the belt of Princes, King Edwari 
and left a Queen of a quite contrary Tem 
per and Principles to aſcend the Throne 
and crown that venerable good Man wit 
che Wreaths of Martyrdom. - | 
The Reader perhaps may cavil at thi 
laſt Afﬀertion, becauſe the Generality 0 
Hiſtorians ſpeak otherwiſe of the Contr 
vances then a foot againſt :hoſetwo Ne 
ble Brothers, and the Lord Archbiſhop : 
bove-menrion'd, and the People are 2 
of rhe Reputation of a certain Author 
who, in his Hiſtory of the Reformation 
appears to be more tender of the Sect 
have charg'd the Matter of Fact upon 
than to lay it at their Doors; but T ha 
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The Hiſtory of Faction, &c. 
ſufficient Authorities for what I have ſaid, 
having ſeen and tranſcrib'd a Letter at 
Arrict in Switzerland, which is taken for 
granted to be of Caivir's own writing to 
= Martin Bucer. 


= 1 The ſecond Liturgy that fell ſhort of 
Calvins Intentions, was confirm'd by Act 


of Parliament, Anno 5, 6. Edw. 6. by the 
Tenour of which it may appear, Fir#, 
That there was nothing contained in the 
ſaid Book, but what was agreeable to the 
Word of God, and the Primitive Church ; 
very comfortable to all good People deſiring 
to live in Chriſtian Converſation, and moit 
profitable to the Eſtate of this Realm. And, 
Secondly, That ſuch Doubts as had been 
"raiſed in the Uſe ana Exerciſe thereof, pro- 
ceeded rather from the Curioſity of the Mini- 
ſter and Miſlafers, than of any other Cauſe. 
But this would not ſerve Faction's Turn, 
the very Grant of its Requeſt more exaſ- 
perated the Party, than a down-right De- 
nial ; and they muſt have all things mo- 
delPd by the Form of the Geneva Cut, or 
elle no Quiet was to be had. Which ſince 
they could not have in Englaud under the 
Reign of King Edward, who liv'd but a 
ſhort time after the ſettling the ſecond Li- 
turgy, they reſolv*d to purſue their Pro- 
jects with all the Eagerneſs imaginable, 

0 B 4 1 
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8 The Hiſtory of Faction, Oc. © 
during their Exile and Diſcountenance in i 
the Days of Queen Mary. Such of the 
Engliſh indeed as retirꝰd to Embden, Stras- Rl 
: bourgh, Baſil, or any other Free and Im. 
perial Cities, obſerv'd no Form of Wor. 
ſhip in their publick Aſſemblies, but this 
ſecond Liturgy ; but ſuch as approv*d not 
of it when in England, united themſel ves 
. into a ſeparate Congregation in the City 
14 of Franckfort, after having compos'd ſuch 
wu a Form, -or rather Medly, of Prayer, thro' 
| the Aſſiſtance of their two Presbyters or 
Chiefs, Mhittingham and Kypox, that had 
neither Head, Tail, or any thing like Sy- 
metry in it. It u as enough for them that 
it was introduc'd into their Church, as 
they were pleaſed to call a Community of 
Sinners, and receiv'd as Devotional in it. 
Twould ſanctifie Bla ſphemy and Pro- 
phaneneſs under the Notion of Propaga- 
ting God's holy Worthip ; and the 
Doctrines and Tenents laid down by the 
Compilers of it, could not but be of ex- 
ceeding Edification to the Brethren, that 
held it for lawful that Princes are account- 
able to their Subjects, and upon any thing 
that ſhall be judg'd by them within the 
Verge of Adminiſtration, puniſhable with 
Death or Dethronement, Vid. Inſtit. Lib. 
4. C. 10 8, 31. To ſpeak Evil of Digni- 
C x 1 ; F : * a ties 
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The Hiſtory of Faction, c. 
> in ies was a Text altogether Evangelical, 
the and put in Practice by them; and though 
as. the Princeſs they ſpoke Evil of, held the 
Im- Reios of Government too furiouſly, and 


or. 3 ited contrary to our Saviour's Precepts, 


this 
not MWpaſſionate and merciful; yet the high 
ves Power ſhe was inveſted with, ought to 
ave reminded them not to have curgd 
he Lord's Anointed, or reviPd her with 
eproachful Language, as Calvin, who 


; or Halls her Proſerpine, or Queen of Hell; al- 
nad Muring us that all the Devils in Hel] were 
Sy- Wot half ſo Miſchievous, Cancillarius Pro- 
hat Nerpiues illius, que nunc in Anglia om- 
as Nes ſuperat Diabolos: and Kynoxs who 
f Would find her no better Titles than that 
it. f Jezabe!, Miſchievous Mary of the Spa- 
ro- % Blood, the profeſs'd Enemy of God. 
ga- From hence it is, that Bea calls Ma 

he NNaeen of Scots, by the Name of Medea, 


amous in the Sacred, than the other was 
n the-Heathen Story. That the Engliſh 
Puritans compared Queen Elizabeth: to 


he Room, but left all the Duſt and Filth 
hereof behind the Doors; that Didoclavi- 
vs calls King James, Inſentiſſimus Evange- 


End Athaliah, of which one was no leſs In- 


ii Hoſts, the dreadfulleſt Enemy of the 
. King - 


ho more than once enjoyns us to be com- 


- 


in Idle Slut, who {ſwept the Middle of 


10 The Hiſtory of Faction, &. 
Kingdom of Chriſt. I could give oth 
Inſtances of the like Nature, and expo 
the Attempts of the Faction, and trace it 
Malignancy through the Courſe of thi 
miſguided Queen's Reign : But the Perſeſ 

cutions in it bearing no Proportion to hel 
illuſtrious Extraction, out of Deterenc 
to her Royal Siſter who ſucceeded hei 
not out of any Reſpe&t for thoſe that co 
tinually conſpir'd againſt her, I ſhall. dro 
the ungrateful Remembrance of her blin 
Zeal, and paſs on to the Party's execrabl 
Practices againſt the glorious Queen El; 

z#beth. | 
At whole Acceſion to the Throne, ſuch 
as had liv'd in Exile among the Switze 
or were Kyox's Followers to Strasbonre! 
and Geneva, prepar*d to return home, be 
ing all moſt Confident of reſetling their 
Communion under aQueen who had bee 
ſuſpected to have no ſmall Eſteem fc 
Calvin's Opinions. But thoſe of the Re, 
form'd Engliſh who made uſe of th: 
Eſtabliſh'd Liturgy at Frankfort, had 
" done their Errand for 'em, and were be- 
FI fore-hand wich them in getting into the 
1 | Royal Preſence. Beſides, the Queen, than 
160 | whom no one could be more tender of the 
_— Crown Prerogatives, was of ſuch a di 
Atinguiſhing Judgment, as to be wo - 
Ur 
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red that a Religion which gave ſo much 
po uthoriry to the Miniſtry, as to make it 


<< Independent, without being calbd to Ac- 


| 5 count either by Prince or Biſhop, was al- 
wa ogether diſtant from her Intereſt. Of 
Buch Men as theſe ſhe was to give her ſelf 
Ig o hopes, but that rhey would proceed 
ei with her as they did with her Siſter, and 
debe till entring into Confederacies a- 
rf . gainſt her Perſon and Government. She 


therefore, by the Advice of her Privy 
Council, reſolv'd to have an Eye upon 
'em, and upon their Arrival in Exglana, 
when great Multitudes reſorted to 'em, 
iſſued out her Royal Proclamation, by 
which ſhe gave Command, That no Inno- 
vation ſhould be made in the State of Religi- 
on, and that all Perſons for the Time preſent, 
ſhould conform themſelves to the Practices 
of her Majeſty's Chappel, till it was other- 
wiſe 1 Another Proclamation was 
alſo ſet forth, by which all Preaching was 
prohibited, but by ſuch as only were 
Licens'd by Authority; which was not 
like to Countenance any Men of ſuch 
turbulent Spirits. Theſe Proceedings 
ve no ſmall Diſappointment to the Bre- 
ren, though they comforted themſelves 
with the receiv*d Opinion, That a Man may 
catch moit Fiſh in troabled Water, and put 
| : | em 


| 12 The Hiſtoryof Faction, Go. 
| em in Hopes of making Poſelytes through MF 

| the Advantage of the Times. They were N 
If not wanting for Remonſtrances; and Ca-, 
| vin was very Importunate by Letter with 
| Secretar Cecil for an Alteration of the Wh; 
| Form of Prayer after his Way. The Se. 
| | cretary was under no Deficieacy of Pru- 
dential Meaſures, and kept Fair with him, 
well knowing that the Party he was the 
Head of, was too great to be Diſoblig d, and 
return'd him fair Speeches, and declar'd 
himſelf a Courtier, by ſhewing himſelf 
neither Hot nor Cold of either Side. 
When at laſt he was told the Liturgy had 
been revis'd and agreed upon, and it was 
the Queen's Command it ſhould be Un- 
alterable. What had Faction to do now 
but to caſt its Skin, and take upon it.ſelt 
the Name of Puritaniſm; Diſſimulation 
was the Weapon to be made uſe of, and 
the Party were but too Dextrous in 
the Handling of it. Their Buſineſs was 
to get in with the Court, colt what it 
would, knowing that if Godlineſs be Gain, 
there were few Courtiers but would take 
2275 with it; which prov'd true in the 

arl of Leiceſter, the Ws chief Fa. 
vourite, Who yielded himſelf to be ad- 
mitted their Head and Protector; they 
had alſo the, Earl of Huntingdon, the Lord 
. N North, 


F 
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ic Worth, anh others in the Houſe of Peers; 
Sir Francis Kyoltis, Walſingham, and ma- 
th y others in the Houſe of Commons, and 
e 


Wo {mall Number of the Biſhops ; Bifhop 
oper in particular, who were for revok- 
ng ſeveral Clauſes in Acts of Parliament, 


n, What ty*d em up very cloſely to _ good 
be WWchaviour. It had been order'd by the 
K Biſhops in their Convocation, That al the 


Clergy then Aſſembled ſhould ſubſcribe to the 
39 Articles; and likewiſe by the Unani- 
ous Conſent of the Biſhop and Clergy, 
hat none ſhould be admitted thenceforth 
into holy Orders, till he had firſt ſub- 
crib'd the fame, and ſolemnly had ob- 
lig'd himſelf to defend the things therein 
ontaind, as conſonant in all Points to the 
Vord of God (Anno 1571, Lap. de Epiſ- 
op.) But by the firſt Branch of the AR 
vt Parliament, theſe Gentlemen who were 
Koncernd in making of it, would have it 


it meant, That Sabſcription ſeem'd to be no 
in, {otherwiſe requir'd, than to ſuch Articles” 
ke alone As contained the Confeſſion of the true 
he WC hriſtiaz Faith, and the Doctrine of the 
a- oly Sacraments, By which Explication 
d- ll Articles relating to the Book of Homi- 


ies, the Form of Conſecrating Archbi- 
hops and Biſhops, the Church's Power 
tor the impoſing new Rites and Ceremo- 

| nies, 
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nies, and retaining thoſe already made, 
were omitted, as not within the Compal; 
of the ſaid Subſcription ; and tho? no ſuch 
Reſtriction occurs in the following Branch. 
es, by which Subſcription is requir'd inde- 
Wa to all the Articles, yet ſeem' di 
the firſt Branch to have ſuch Influence 
over the reſt, that it was made to ſerve 
the Turn of the Puritan Faction, whenſo. 
ever they were calPd upon to ſubſcribe to 
the Epiſcopal Goverament, the Publickil 
Liturgy of the Church, or the . 1 
Supremacy : But nothing more viſibly di: 
cover*d their Deſigns, and the great Pow 
er and Share their Patrons had in the Pub. 
lick Adminiſtration, than the omitting the 
firſt Clauſe in the twentieth Article ; io 
which it was declar'd, That the Church 
had Power to decree Rites aud Ceremonies 
and Authority in Controverſies of Faith 
Which Clauſe, though extant in the Re 
iſters of the Convocation, as a Part of 
that Article, and printed as ſuch both in 
Latin and Engliſh, Anno 1562, was total. 
ly left out in this new Impreſſion; and 
was * not made uſe of in any 
Harmonies of Confeſſions, which were 


either printed at Geneva, or where Calvi. 
niſm was of moſt Predominancy. And 
ſo it was with us in Exgland, till the Death 

| 1 oh 
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ade. the Earl of Leiceſter : After which, in 
pal: he Year 1593, the Articles were Reprin- 
uche, and that Clauſe reſum'd accordi 

nch · ¶ it ſtands in the publick Regiſters. The 
nde- ¶ onceffions granted to the Puritans in this 
m'a gars Days, contributed very much to 


ie Popiſh Seminaries we have abroad in 
Wieſe, and had they been leſs tollerated, 


noe in all Probability ſhould have had no 
de to ngliſh Colleges at Doway, St, Omer's 
dich hemes, Paris, Rome, &c. for till theſe 
cen Mimes, the Papiſts had kept themſelves 
7 din the Communion of the Church of Ex- 
ow end, and did in general as punctually at - 


end all Divine Offices in the ſame, as the 


7 the ulgar Proteſtants. And it is probable 
3 in enough, they might have held out much 
rc Wonger in their due Obedience, if firſt the 
nies candal which was given by the other 
aith action, and afterwards the Separation 
Re hat follow?d at its Heels, had not taken 
t ol hem off. The Liturgy of the Church bad 
th in een exceedingly well fitted to their Approba- 
otal-WF ion, by leaving out an offenſive 52 4 


painit the Pope: Reſtoring the old Form of 


am Vords accuſtomably us'd in the Participa- 
Were ion of the Holy Sacrament, the total ex- 
alv- Bp «»2ing of 4 Rubrick that ſeem'd to make 4 
And Que ſtion of the Real Preſence, the Situation 
eat pf he Table at the Foot of the Altar; the 

6! ? | reverend 
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reverend Poſture of Keeling at it, of 
before it by all Communitants ; and fingly hi 
the Veſtiments uid by the Prie#t or Mini 

fter at the time of that Divine Adminiſtra 
tion. So long as things continued in thi 
Poſture, they ſaw no Occaſion of Defettion 
or Separation from the reit of their Brethruf 
in the Ads of Worſhip. But when all D. 
centy and Order was turn d out of the Church 
by the Heat and Indiſcretion of theſe new an 
pretended Reformers; the holy Table brought 
into the Charch like a common Table; th: 
Communicants in ſome Places fitting at i 
with as little Reverence as at 4 Feſtival, 
the ancient Faſts and Feaſts abrogated ani 
laid aſide, and Church-Veſtiments throw 
away as uſeleſs, and the Rags of Superſtition 
they then began viſibly to decline from thei 
fir## Conformity, Aud yet they made no gi. 
neral Separation nor Defection, till the Gr 
nevian Brethren bad firit made the Schiſm, 
aud rather choſe to meet in Woods and Barns, 
yea, and in open Fields, than to aſſociatt 
with their Brethren. This is the Sum o 
what I extracted from a Manuſcript at 
Domay, belonging to one Father Saur 
ders, a Relation of that Saunders the Ro- 
miſh Prieſt, who firſt eſtabliſh'd the En 
gliſh Seminary there on the aforeſaid 
ACCOUNT, | 
Ye 


| 

f 
1 
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Wot contrive ; What did they not openly 
ubliſh againſt her? There was not a 
lot but they were atithe Bottom of it; | 
Wot an intended Riſing but they concerted. 
; and it was with the Government of 
ole Days as it now is with ours, thoſe 
Authority were amus'd with their 
riendſhip, while if they would have o- 
ened their Eyes, they might have deſcri- 
d the Tokens of their Enmity. They 
ad their —_— North, Walſingham, 
Ind Rollis to be their Interceſſors; and 
he Faction of theſe Days is not without 
many more to render it Unblameable 
the Royal Preſence. But of this more 
It the Concluſion of this Treatiſe. To 
droceed therefore by Way of Epitomy,in 
he Tranſactions of theſe Schiſmaticks, 
luring the Reign of this pious Queen: 64 
The Favourite Earl had no ſooner clos'd | 
is Eyes, but her Majeſty open'd hers, 
and bearing in Mind the Purport of their 
Factions, which had for their Titles, The 
piſtle to the Convacation-houſe ; the Epi- 
| db tome; 
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ſhops and Clergy aſſembled in Convoc 
tion, than, Righit puiſſant, poiſon'd, perſ 
cuting and terrible Prieſts; the holy Leagi 


* 


bloody Oppoſer of God's Saints; a moſt vil 


ils incarnate, cogging, couzening K nav! 
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tome; The Demonſtration of Diſcipline 
The Supplication; Diotrephes ; Martin'; bs 
Minerals; Have you any Work for a Cooper / 
A Dialogne ſetting forth the Biſhops Tyran A 
nical Dealings againſt Goa's Chilaren, witlf 
many others of the like Strain: She call 
their Authors to an Account, who were 
ſeverally puniſh'd according to their Del 
merits. Torake in theſe filthy Puddles ii 
beneath a Pen that is not of the ſame Com 
plexion with their own ; but, I hope fol 
Excuſe, if I give the Reader to underſtani 
that theſe ſeditious Pamphlets gave noc 
ther Title to the Queen, than, The ſuprean 
Offender : Ma jeſty diſrobꝰ d of its Attributes 
Heaven's Vice-gerent turn d Hells Empre| 
&c. To the Archbiſhop, than Belzebub » 
Canterbury; Pope of Lambeth ; A moi 


and accurſed Tyrant. To the Biſhops is 
general, than, Unlawful, unnatural, fall, 
and baſtaraly Governours of the Church, D. 


and lying Dogs, To the inferiour Clergy 
than, Urunkards , Dolts, Hogs, Dogs 
Wotves, Foxes, an Uncircumciſed Crew 0 
bloody Soul-murtherers, &c, To the Bi 


* 
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per 
rang 


le, To, the Common-Prayer-Book, 
wit! g =; 


| A Medly of Corruption, where the 
al and Vleers of Idolatry are eps d to 
Wick View ; the Engliſh Alcoran, the Con- 
Ws whereof, arg againit the Law of God, 
be Injunctions of his holy Prophets: 
herein the Sacraments are prophan'd and 
ckedly mangl d, the Lord's Supper not 
en, but made 4 Pageant or Stage-Play, 

d the Form of Baptiſm is full of Childijh 
d Superſtitions Toys. Theſe intollerable 
bels againſt her Majeſty's Perſon, her 
rchbifhops, Biſhops and Clergy, made 
e Queen procure and paſs a Statute, by 
hich it was EnaQted ; That ifany Perſon 
Perſons, forty Days after the Seſſion 
Parliament then fitting, ſhould advis 


Dy manner of Book, Rhyme, Ballad, Let- 
r, or Writing, containing any falle, ſe- 
tious or ſlanderous Matter, to the Defa- 
ation of the Queen's Majeſty, or to the 
couraging, ſtirring or moving of any - 
urrection or. Rebellion within this 
ealm, or any of the Realms unto her he- 
mging ; or if any Perfon after the Time 
oreſaid, as well within the Queen's Do- 
inions, as in any other Place without 
. the 


tiny! d Subſcription ; horned Monſters of the Con- 
# ration-houſe ; an Antichriſtian Swiniſh: 


ly deviſe, or write, or print, or ſet fortli 
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the ſame,ſhou'd procure ſuch Book, Rhime, 


—— * 
- 


Ballad, Cc. to be written, printed, publi- 
ſhed or ſet forth, Cc. (the ſaid Offence 
not being within the Compaſs of Treaſon, 


by Virtue of any former Statute) that 


then the ſaid Offenders upon ſufficient 


Proof thereof by two lawtul Witneſſes 


ſhould ſuffer Death and Lols of Goods, a 
in Caſes of Felony. But this Statute be. 


ing made with Limitation to the Life off 


the Queen, it died with her; tho? had i 
been reviv*d, as it never has been ſincee 
her Death, it might have prevented abun: 
dance of ill Conſequences that have at 
tended tlie ſubſequent Reigns. 

Purſuant to this Act, ſeveral Offenders 
who ran counter to the Intent of it, 
were taken into Cuſtody, and commit. 
ted to the Fleet, Queen's Bench Priſons 
Cc. as Cartwright, Snape, and other 
Ring-leaders of the Male-contented Par- 


ty. This immediately ſet the Brethren 


at work how to bring about their Delive- 
Trance ; and as they were poſſeſs'd with 
Principles that render'd them infatuated, 
ſo to give the World a Specimen that they 
were ſo; One Hacket took upon him 2. 
mong all the reſt to partake of the ſame 
Divine Nature with Almighty God ; and 
gave out, That he was appointed by his 


F< 3 


1 


a 
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me, Pod to be King of Europe; and therefore 
bl. Pok'd upon all Kings (but the Queen 
ence! Ipecially) as the Uſurpers of the Throne 
EW hich belong'd to him. As for Elizabeth, 
id he (for he would give her no other 
£ 1 ſhe had loſt her Crown; and 
e ſpar'd not to do Execution upon her, 
mn her Arms and Pictures, ſtabbing his 
Pagger into both where-ever he ſaw em. 


* 
7. 


e of mongſt the reſt of the Fools who gave 
id it redit to him, two Gentlemen of conſide- 
incl able Families, ſwallowed down his poi- 
bun nous Notions, their Names Copipnger and 
e at. thington, who affirm'd, before the reſt 


df thoſe who were inclinable to his Do- 
ines, that Chriſt appear*d to them, not 
n his own Body as he fits in Heaven, but 
in that eſpecial Spirit which he dwell'd in 
acket more than in any other. That 


ther acket was the very Angel that ſhould 
par-: rome before the Day of Judgment, with 
ren his Fan in one Hand and his Shepherd's 


Crook in the other, to diſtinguiſh the 
Sheep from the Goats, to tread down Sa- 
tan and ruine the Kingdom of Antichriſt, 
All Novelties take, eſpecially ſuch as we 
wiſh, and their Aſſertions went down 


Wa- C 
ame pleaſantly enough with ſuch as were pre- 
and pared to give them Entertainment. From 


hence they repair'd to their Idol Hacker, 
| "a and 
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ling them, He was anointed already by 


them in his Name, To go and tell up an 


and if any asd them where he was? to af 
ſee whether they could kill him; for as ſur 


Command, crying out thro? every Strect 
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and in the Name of the Lord Jeſus Chrisi 
would have anointed Hacker for thei 
King; but he cunningly declin'd it, tc: 


the Holy Ghoſt, and ordain'd Copping: 1 
to be his Prophet of Mercy, and Art hin 
ton his Prophet of Juſtice; commanding 


down the Cit „ That Jeſus Chriſt was con 
with his Fan in his Hand to judge the Mori 


rect em to his Place of Abode. He furt he 
more enjoyn d em, to tell the People, if thy 
would nat believe them, they might come an 


4s God is in Heaven, no lefs aſſuredly wi 
Chri# come to judge the World, Awa 
flew the Meſſengers of their New Maſſi a 


Chriſt is come; Chriſt is come; Repent, rt 
pent; till they came into Cheapſide, whers 
they mounted into an empty Cart (a pre 
per Pulpit for ſuch Preachers) proclaim 
ing from thence, That Hacker participi 
ted of Chriſt's glorified Body, and wa 
now come with his Fan to propagate the 
Diſcipline , eſtabliſh the Goſpel and 
ſettle in Engiand a new Commonwealth: 
They added to this, That they were the 
two Prophets of Mercy and Juſtice ; Thi 

3 | I 


* 
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Ehr i 7 acket was the Supream Monarch of the 
thei /or/d ; that all the Kings of the World, 


t, tei geld of him as Vaſſals, and that therefore 

ly bie only ought to be obey*d, and the Queen 
11,9 8Mcpos'd. 

in No one has Reaſon to doubt but the 


ovelty of the Sermon drew abundance 


ne was ſo mad among them all to cry 
Put, God ſave Ring Hacket. They would 


to a have proceeded, but the Encreaſe of the 
ther Throng, and the Noiſe they made, hin- 
t ared them from being heard; ſo with 
e au much ado by tlie Help of their Friends of 


to Hacker's Lodgings, where a while after 
his Mock-Majeſty and his two dutiful 
Subjects, were ſeiz d by an Order from a- 


reet bove, carried before the Council, to whom 
„they ſhew'd ſo little Reverence, that they 
het never gave their Hats, telling them, 
pro They were above all Magiſtrates what- 
am ſoever. Hacket wasarraign'd and brought 
103 to his Tryal ſoon afterwards, and being 
wal found guilty, had Sentence paſs'd upon 
the him, which was put in Execution two 
and Days afterwards. But neither the Judg- 
chi ment which had been given againſt him, 
tha nor the Fear of Death mitigated any thing 


f Auditors about the Cart; though not- 


the Family of the Enthuſiaſts, they got off 
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of that Spirit of Infatuation wherewith the 
8 — 84 De, St. 
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Devil had poſſeſs'd him. He exclain'd 
as he was drawn upon the Hurdle, in the 
moſt blaſphemous manner, Jehovah, the hy 
Meſſias, Jehovah the Meſſias : Behold the 
Heaven is opened, behold the Son of th: 
moſt high is coming down to deliver me: 
And when he was arriv*d at the Gallows, WW 
which was in the very place the Cart 

ſtood, in which he was proclaim'd King, 
Almighty and everlaſting God, Jehovah, 
Alpha and Omega, Lord of Lords, Ring of 
Kynes, the everlaſting God, thou knowefi 
that I am the true Jehovah whom thou han 
ſent, ſbew ſome Miracle from the Clouds, for 
the Converſion of theſe Infidels, and deli. 
ver me from mine Enemies. Therelt is too 
horrid and impious to be mentioned or 
imparted to the Eyes of a ſober Chriſtian, 
Let it ſuffice therefore, that after ſome 
Strugglings with the Executioner,and im- 
ious Execrations againſt God and Man, 

e was hang'd and quarter'd as the Law 
directs in ſuch Caſes. As for his two Pro- 
phets, Coppinger ſtarved himſelf in Pri- 
{on through a wiful Abſtinence, but Ar- 
thingten lived to ſee his Errour, was par- 
doned upon his Repentance, and publi- 
ſhed a Retraction of his Follies, and be- 

came a good Chriltian, 
A . 5 | To 
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nd re ſum up their Proceedings during the 


the ( purſe of this excellent Queen's Reign, 
the by way of Queſtion : 

the EW, 55 conſpir'd againit her Perſon and Go- 
the rament? The Puritan. 

me : 
WS, 
Art 


he Puritan. 
ls occaſion d the Spaniſs Invaſion ? 


ing, Nhe Puritan, 

ab % Who made her ſign the Queen of Scots Ex- 
g of tion; The Puritan. 

welt Who advis'd her to joyn with Sreteh Re- 
04 W's againit her Son, Ring James? The 
for Nuritan. 


leli. 
£00 
| or 
ian. 
me 
im- 


Who caus'd Popiſh Seminaries to be ere- 
d abroad? The Puritan. 


Who put it into the Earl of Eſſex's Head 
aire to her Throne, but the Puritan ? 


dminiſtration, ow'd their Riſe to the 
lan, Nemurneſs and Hypocriſie of a Party that 
aw {Wetended to Holineſs ; while thoſe, that 
ro- We the Publican, own'd themſelves for 
pri- Inners, had no Share in em. To con- 
Ar. Ince the Reader of this Aſſertion, let him 
ar- Inn thro? the Annals of thoſe Times, and 
bli- De will find that where there was one E- 
be. ¶icopal Proteſtant, or Popiſh Recuſant 
ffer'd for ſeditious Words and treaſona- 

To W's Practices, twenty of theſe wicked Pu- 
| I itans 


EW ho hinder'd the Decreaſe of Popery ? | 


So that all the Evils _—_— to her 
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ritans underwent the ſame Fate; which 
makes it beyond a Queſtion, that cithe# 
of the two former Religions is prefera# 
ble, beth for Honeſty and Loyalty to thi 


laſt. 


ueen Elizabeth's Death was no ſoone 
made known, but her Succeſſor James tl 
Sixth of Scotland, was according to hl 
laſt Will proclaim'd King of England, & 


1 8 IS 3 ; « * 4-223 ; 
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which gave no {mall Encouragement 


theſe turbulent Spirits to think the Da 
their own, and that all things for the Tin 
to come, would more than anſwer the 
Expectations, They were not inſenſib 
how the Scots after the forc'd Reſignatia 
of his Mother, had render'd him undert 

Tuition of the Puritan Party ; how he hal 
been bred up from his Infancy, under th 
Diſcipline of the Kir, and how low h 
had been brought by endeavouring to a 


contrary to their Opinions in the Kingdonf 


from whence he came, even ſo much d 


ſpirited by their Behaviour, as to be heat 


to ſay, before this happy Change, Th 


had it not been for the hopes of the Engl 


Crown, he would have left Scotland, an 


enter d himſelf # Noble Man of Venice 


But the Event fell much ſhort of their Ex 
1 his Majeſty had too good 


Memory not to bear in Mind the Di 


loyall 
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hid Pyalty of the Party, and though of a mer- 
the Fiful Diſpoſition (inherent in the Family 
fera e was deſcended from) had very little 
» th houghts of favouring them, who like the 
erpent in the Country Man's Boſom, 
one could ſting him. He remember'd that 
th Scorland the fame Pretenders to Sanctity 
ad deliver'd from the Pulpits in his own 
\ &{Koyal Preſence, That all Kzngs were the 


it ev Bearns, and could not think that 
Dai hooſe who held ſuch deteſtible Doctrines 
Tin or Orthodox Poſitions, would have any + 
theMeverence for him as their Lawful Mo- 


arch. Wherefore he reſolv'd, as the Laws 
f England, and the Temper of the better 
ort of People allow'd him all the Prero- 
atives of a Soveraign, ſo he would make 
Jie of the Power of God and his Birth- 
ight had given him for the Good of his 
ubjects, At his firſt coming to Eugland, 


Iſib 


atio 
er ti 
e hat 
er ti 
WI 


0 a | 

o done was heard to cxpreſs himſelf after this 
oh anner: That for the twelve Tears lafit 
heat of his living in Scotland, he us'd to 


way upon his Knees before every Sermon, 
4 be might hear nothing fromthe Preach- 
lich might juſtly grieve bim; and that 
be Caſe was ſo well alter' d now he was in 


Th 


enice | 
ir Ex ngland, that he was ud to pray that he 7 
ood % profit by what he heard. However 

e Di Miniſtry, who were well choſen, and 


of 
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of Orthodox Prineiples themſelves, wen 5 


allow d to break the Ice, in order to bring 
over the Maleconteats, if poſſible, ui 
their Sentiments; but not being able tk 
effect ſuch a difficult Change, had Orden 
from his Majeſty, upon ſome Complang 
againſt the Liturgy, to require to com 


* another, ſuch as they thought might 


4 


* 


Wo 
"2 
LY 


generally e The firſt Claſl_ 


thereupon devis 


a new one, agreeabll 
in moſt things to the Form of Gener:i 
But this being rejected by a ſecond, w: 


( 


[ - 


referr'd to a third, whoquarrelPd at the 
Alterations, when a fourth ſtarted up Ob 
jections againſt theirs : So that no likel 


hood (as had been before projected) ap 
pearing of any other Form of Worſhip, 
either better or worſe to be agreed upo 
among them, the old one ſtood good, and 
theſe Complaints were diſmiſs'd, til 


they could agree better amongſt them 


ſelves. | 
Juſt ſo Pacavius dealt with the Peopl: 
of Capua, when they reſolv'd to put al 
their Senators to Death: For when be 
had advis'd them not to execute that Sen 
tence upon any one Senator, till they were 
agreed upan another to ſupply the Place 
there follow'd ſuch a Diviſion among 
them in the Choice of a New, and g 
| man 


ed Yd = FF! 
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Were Exceptions aroſe againſt ev 
M⸗ * = offerꝰd to = that 25 
Ia it was reſolv'd to let the old Senate 
Ind in Force, till they could better their 
der ndition in the Change of the Perſons, 
lain e King notwithſtanding this dexterous 
om aſion of thoſe about him, was eaſily 
18188 rſwaded; and whether to ſhew his 
lallW-:rning, or out of a Deſign to convince 
-aVWcſc Backſliders by Force of Argument, 
d bring 'em over to the Church, reſol- 
ad to admit of a free Conference at 
pton-Court, between the Managers 
both Parties. The 14th of January was 
e Day appointed, and though his Pre- 
:ceſſor, Queen Elixaleth, could never be 
duc'd to ſuch a Conceſſion, there attend- 
on the behalf of the Church, the Lord 
rchbiſhop of Caxterbary, the Lords Bi- 
Wops of Lozdoz,W incheſter, Durham, Wor- 
Ver, St. David's, Chicheſter, Carliſle, and 
eterborough ; theDeans of the Chappel of 
hriſt's Church, St. Paul's, Worceſter, Sa- 
(bury, Cheſter, and Windſor ; as likewiſe 
r. King, Archdeacon of Nottingham, 
nd Dr. Feld, afterwards Dean of Gles- 
ſter ; all in their Robes and Habits, pe- 
uliar to their ſeveral Orders and Degrees, 


Dr. John Reynolds, and Dr. Spark of Ox- 


n the Side of the Sectaries were preſent, 


ford, 


Fe 
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Let it ſuffice that this great Mountain from 


Advantages, was deliver'd of a Mouſe, 


Ford, Mr. Chatterton and Mr. Kowles of 


n Ceremonics to the Turk than the Papii 
When after all their fruitleſs Endeavour 


fy'd in ſuch former Scruples as had been 


Lords, If this be all, (ſaid he) which thy 


themſelves, or harry them out of the Lana, 
or do ſomewhat that is worſe, Had his Act. 
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Cambridge; neither in Prieſts Gowns, « 
Canonical Veſts, but in ſuch as were thefi 
commonly worn by the Turky Meri 
chants, as if they ſubſcrib*d to an Opini 
on that had been reviv'd among em, The 
they ought rather to conform in all outwarif 


the Conference theſe Diſſenters had ſo car: 
neſtly requeſted, ended in this, That the 
Biſhops and Conformable Party went? 
way with an eaſie Victory; not only the 
King's Majeſty, but the Lords of the Pri 
vy Council, being abundantly well ſatis 


rais'd againſt the Church and Orders ofit, 
which they promis'd themſelves ſach great 
and the Brethren loſt ſo much of their 
Reputation, that the King was ſo well 
fatisfy*d in the Weakneſs of their Object. 
ons, and the Injuſtice of their Cavils, that 
turning his Head towards ſome of the 
have to ſay, I will make them either conforn 


ons come up to his Words, we had not 
knows 
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Jou the Calamities that have befallen 
on their Account even unto this Day. 
Met but he had ſuch Opportunities to do 
as have never ſhewn themſelves ſince, 
t eir Endeavours to Aſſaſſinate him in 
land, which was happily detected ſome 
Dre before his Acceſſion to the Throne : 
8 England, had fo far put the Sword of 
uthority into his Hand, that he might | 
ve ſuppreſsd em for ever, the Reſettle» 


* dent of Epiſcopacy in that ancient King- 
tum, the Change of the Miniſtry, and 
i bhorrence his Chief Subjects had of 


at intended Murther, with the Diſpoſi- 
dn the late Queen of England had left 
e Generality of her People in, might 


xc ve fix d the Church of God in both Na- 
ofitbns upon ſuch a laſting Foundation, 
rat the Gates of Hell ſhould never pre- 
ren Wil againſt it. But his Majeſty neither 
_ Eld the Reins of Government with a 


nſtant Head, nor was very fortunate 
the Choice of his Miniſters, after his 
d Councellours were worn out : but ha- 
ng been kept to ſuch hard Meat in Scor- 


r "Wd, he was ſo taken up with the Deli- 
6 ” Wicies of the Engliſh Court, that he aban- 
= did the Severities and Cares of the Ad- 


iniſtration, to enjoy the Pleaſures of a 
rown, Yet tho” the King was ſupine, 
and 
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of Damaſcus, a Book publiſh'd in tho 


of the Principals, ſtruck ſuch a gene 
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and enjoy'd himſelf at Eaſe, Archbiſhy 
Bancroft, encourag'd by the Words aforf 
ſaid, which had been ſpoken by the Kii 
at the Conference, ſet himſelf at Wolf 
requir'd a ſtrict Conformity to the Rul 
of the Church, according to the Lay 
in that behalf, and without ſparing Noll 


conformiſts, or Half. conformiſts, at le 


reduc*d them to that Point, that th 
muſt either leave their Churches, or ob 
the Church. The Author of the 4 


Days, ſays that no fewer than three hu 
dred — 3 1 rs it o 
pears upon the Rolls brought in by Biſh 
Bancroft before his Dem that 43 b 
been but forty nine depriv*d upon all ( 
caſions, (which ſhews that Occaſion 
Conformity was breaking in upon us 
thoſe Days) which in a Realm containi 
nine hundred Pariſhes would be no gre 
Matter. The Puniſhment of ſome tl 


Terror into all the reſt, that Inconforn 
ty grew out of Faſhion in a leſs Timet 
could be eaſily imagin'd. Hereupon fa 
low*d a great Alteration in the Face 
Religion, and more Churches were 
built, beautified and repair'd, in this ga 
Biſhop's ſhort Time of Government, , 


( 


ſnl 


, 


in, and rendred his great Zeal for God's 
nour of no Effect: He was no ſooner 
BS anc'd to the Epiſcopal See, but the 
thren held up their Heads again under 
Protection; and it is not to be doubt- 
Wince the Earl of Dunbar, by whole In- 
eſt he got into the Primacy, was of 
Calviniſtical Perſwaſion, the Biſhop 
Is advanc'd for- that End, as one that 
W no Abhorrence for Calvin, himſelf: 
e will tell us, That the King himſelf, 
ng in a Conſternation about the Gun- 
der Plot, then carry'd on by the Pa- 
s, and miraculouſly defeated, made 
endeavour to advance this Faction 
a Ballance to the other : Whether 
e or falſe, this is undiſputable, that 
J got to ſuch a Head thereby, as ſeve- 
ot them (even to a Majority) being 
dlen Members of Parliament, made 
Id with his Prerogative, and render'd 
under the Neceſſity of being un- 
y during his Reign, under the Fre- 
ency of Parliaments. When, had he 
t in Practice the Advice he gave to his 
n, he might have obtain'd the Name 
a Glorious, as well as Peaceful, a Poh- 


k, as well as Learned, a Reſolute, as 
* well 
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well as Merciful King. Which Advic 
in his own Words, (vide Baſ. Doro 
Was to take heed of all Puritans, who 
he calls, the ver) Peſts of the Church a 
Commonwealth ;, whom no Deſerts can © 
lige, neither Oaths nor Promiſes bini 
breathing nothing but Sedition and Calan 
nies ; aſpiring without Meaſure , railin 
without Reaſon, and making their own | 
mazinations the Square of their Conſ 
ences : proteſting before the great God, th 
he ſbould never find among the High. lan 
ers baſer Thieves, greater Ingratitude, 4 
more Lyes and vile Perjuries, than ama 
thoſe Phanatical Spirits; which was ful 
verified in the ſad Cataſtrophe of f 
Prince's Reign whom it was direct 
to. To bring the Annals of this M 
narch's Government to a Concluſion: N 
beheld Sedition in its Declenſion at 
coming to the Throne, and ſaw it rect 
vering its priſtine Strength at his leavig 
it; he found but one Form of Worſh 
almoſt in Practice in England, and il 
National, but left twenty, as Presbyt 
rians, Independents, Quakers, Anaby 
tiſts, &c. the laſt of which, had been py 
niſh'd with Death, in his Predeceſſo 
Reign; witneſs eleven Dutch Men, and: 
_ Engliſh Man at Norwich, that was bur 
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"Sor the Profeſſion of it. He came to the 
hrone in a profound Peace, maitain'd it 
for the greateſt part, during Life, but left 
breaking out into an Inteſtine War, to 
is Son King Charles; who to ingtatiate 
imſelf with this Faction, had plung'd 
is Father into a War with the Houle of 
uſtria, by which he was brought under 
Neceſſity of calling a Parliament, and 
ave thoſe Parliaments the Courage to 
iſpute his Actions. For though they 
romis'd to ſtand by him with their Lives 
d Fortunes in the Proſecution of that 
Var, yet when they had engag'd him 
it, they would not part with any Mo- 
ey to defray the Charges of it, till they 
ad ſtripp'd him of the richeſt Jewels in 
ie Regal Diadem. But he was much 
ore puniſh*d in the Conſequence of his 
wn Example in aſſiſting thoſe of Ro- 
el againſt their King, whereby he 


l 


"W210 d up his Subjects in the School of 


1WMcbellion, and taught them to confede- 
te themſelves with the Scots and Dutch, 
oo ſeize upon his Forts and Caſtles, in- 
Va ade the Patrimony of the Church, and 
Vo make uſe of his own Revenue againſt 
No imſelf, In the former Reigns they were 
er ſubmitting to a Form of Prayer, tho? 
Ut was to be one of their own chuſing; 

| D 3 bur 
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rect the Brethren in Exgland, to knoi 


deſtroying that ſmall Trade they had: 


other Inſtruments to reduce them. I 
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but in this, no manner of Form was tlc 
be accepted of, the pious Brethren wer E. 
to pray with the Spirit, and make uſe o 
the Weapons of the Fleſh, to carry 
their Unchriſtian Deſigns. The Sco 
open'd their Mouths firſt, in order to doc 


I: 


| 


where the Scent lay. The King had the 
a ſtout Fleet of Ships at Sea, ſufficient: 
have block'd up all their Havens, and 


mongſt themſelves, have reduc'd them 
his Will and Pleaſure. But they had 
many Friends in the Council of Scotlan 
repos'd ſucha Confidence in the Marque 
of Hamilton, who was favour'd with tier 
Royal Ear, and had ſuch Encourage 
ment from their Partizans here in Ex 
land, that they feared nothing leſs tha 
the Power of the King, or to be enforci 
to Obedience by the Way of Arms. 18 
Confidence of which, they deſpis'd al 
his Proclamations, which was the onl| 
Artillery he made ule againſt the Tray 
tors, when their Diſobedience call'd fa 


ſhort, thoſe that were ſent to bring then Mie 
to their Duty-, kept a Correſpondence 
with them; and Hamilton, whom tis 
King had delegated his Authority to, k 
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7 is Majeſty's High Commiſſioner, was 
Wo far from doing the Buſineſs he was 
Et about, that he agreed to the Expul- 
Won of the Biſhops, and the Introduction 
df that Schiſm, they had been ſo long 
ontending for. Hereupon his Majeſty 
ook Arms, and forc'd *em to a Pacificati- 
dn: But his Troops were ao ſooner 
Irawn from Scotland, hut they broke the 
Articles they were {worn to the Obſer- 
ance of; and having kept their Troops 
n Pay, and ſent for their Experienc'd 
Officers that had enter'd into the Service 
ff foreign Countries, they apply*d them- 
elves to the French Court, which thro? 
he Artifices of Cardinal Rzchelien, ſup- 
ported *em under Hand with Money 
and Ammunition : They invaded Eng- 
and with a powerful Army, whilſt his 
ajeſty's Forces were disbanded and 
ent to their reſpective Homes. As this 
Rebellion of theirs had been concerted a- 
ong the Engitſh, ſo the latter refus'd to 
aiſe ſufficient Funds to appeaſe it; which 
made his Majeſty diſſolve the Parliament 
hen fitting. Hereupon the Ribble , 
vhoſe Creatures the Generality of rhe 
Members were, broke out into open Vi- 


1 
ell 
| 


. 
ha 
cc 

I 
Al 
nlj 


Fl 
0 

In 
em 
not 


ti tHierarchy, aſſaulted Lambeth-Houſe, the 


,W 3 Re- 
hy | 


dlence ; and to ſhew their Diflike of the 
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Reſidence of the Archbiſhop ; and after 
wards broke open all the Priſons in South 
wark, and releas'd all the Priſoners whom 
they found committed for Non-conformil 
ty. But a Detachment of the Guards ſup 
preſsꝰd this Inſolence in due time, and then: 
Ringleader, one Bexſtead, was appre e 
hended, arraign'd, condemn'd and execu 
ted upon the Statute of the twenty fifth 
King Edward the Third, This gaveth: 
King an Inſight of what was then in Ag 
tation amongſt his Graceleſs Subjects, ant 
he was ſoon confirm'd in his“ Sentiment 
upon the Arrival of the Lords Mandeviſ 
and Howard of Eſcrigg at York, where ht 
held his Royal Court, with a Petition, 
That the preſent War might be compos' 
without Blood-ſhed ; that a Parliamen 
{hould be forthwith call'd for Redreſs d 
Grieveance, and that the Authors and 
Advilers of fuch Grievances as ſhould be 
there complain'd of, ſhould be brought 
to condign'd Puniſhment, All which 
the King, after having conven'd all thi 
Peers for their Counſel conſented to, by 
the Means of which, he inveſted the Par: 
lament with the Executive Power, whik 
he was to fit 1a the Throne with the En 
iigns of Royalty, without the Exercik 
Of it, The Scots upon this Compliance 

| 7:2 
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f the King's, were as ready to enter 
pon a Treaty, as the Engliſh were to 
nBYcmand it; the Management of which 
as chiefly left to thoſe Lords, that 
rought the Petition; but the Stipulation 
e eing protracted, as it were by Conſent, 
etween the Commiſſioners of both King- 
loms, till the Parliament was ready to 
it for the Diſpatch of Buſineſs, the Mem- 
ders that had Votes in it, got leave to 
djourn their Proceedings to London, 
Which gave the Scots Opportunity to tam- 
aver and cabal, viva Voce, with their Bre- 1 
hren in that City, and ſetile Matters | 
lo as they ſhould not fail of Succeſs for 
he Time to come. I forgot to tell the 
Reader, That the King had two expen- 
ſive Wars beſides this Rebellion upon his 
Hands, before the Diſſolution of the laſt 
Parliament, one with Spain, and ano- 
ther with France; and was forc'd to diſ- 
ſolve ſeveral, on Account of their refu- 
ſing the Subſidies that were neceflary to 
carry them on. By theſe Means the King 
was oblig*d to make two diſadvantagious 
Treaties of Peace with thoſe two Kings, 
and to find out particular Ways to raiſe 
Money without a Parliament, as Ship- 
clk money, &c. all which amounted but to a 
na ſlender Sum, in reſpect to the many Mil- 
0 | Da lions 
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lions that have been ſince expended upon 
more unneceſſary Account; I mean, by 
bringing France to ſuch an Accommodeill 
tion, as by the fourth Article at Reſwicii 
was enough to entail War upon us and 


* pur Poſterity for ever. How ſmall ſoeve 


the Grievance was, it was enough for 
them, that it had a Handle to be laid hold 
on; accordingly they ſet their Emiſſarie 
at Work, to rail publickly at what had 
been done through the Force of thoſe Ne. 


ceſſities, which themſelves had occaſi. 


ond. The Members of this new Parl: 
ament had no ſooner choſen a Speaker, 
and taken their Places, but a Motion 
was made, to Impeach the Lord Arch: 
biſhop of Canterbury, and the Earl of Staf- 


ford. I ſhould have given the laſt the 


Precedency, becauſe he was made away, 
and ſent into the Arms of his Redeemer 
firſt. No Biſhops, was the Cry at St. Ste- 
phen's Chappel-Doors, and at the King's 
Coach where - ever he went; and if any 
Accident fell out, to cauſe Diſpleaſure of 
the Vulgar, if things did not run on in the 
ſame Channel they would have it, the 
Biſhops were in the Fault of it. The 
Riſe of any Commodity, the Lowering 
of Labourers Wages, and the Decay of 
Trade, was all imputed to them ; and it 
| | > | One 
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nne ask'd a Tripe-woman, or a Fiſh-wife 
by e Reaſon of their Goods lying upon 
E eir Hands; they were not to ſeek for an 
awer, but were inſtructed to fay, It 
nas all along of the plaguy Biſhops. The 
renzy had poſſeſs'd 'em ſo far in thoſe 
days, that an Alderman's Daughter, read- 
g St. Peter's Saying, Chriſi the Biſhop 
our Souls, blotted out the Word Biſbop, 
nd incerted the Word Presbyterian of our 
ouls; another zealous Siſter expung'd 
t of her Bible the Word Lord whereſo- 
er ſhe found it, Becauſe the ungodly Pre- 
tes were ſtyPd after that manner. Havin 
ter the Impeachment of Archbiſhop 
aud, prevaiPd for the Commitment of 


„a Biſhops more, the Houſe of Lords 
he Nas ſo thin, and the King ſo weak, the 


y, {Words, at laſt, conſented to the taking 
er N way their Votes in Parliament. Nothing 
te · Nmain'd but his Majeſty ſhould paſs it in- 
d an Act by his Royal Aſſent, which was 
xtorted from him at Canterbum, and ſig- 
hed by his Meſſage to the Houies eight 


he Wis Condeſcention of his, caus'd ſuch an 
he Inquietude in his Temper and Conſcience, 
1s Wiring the reſt of his Life, that he could 
ot Farce truly boaſt of one Day's Felicity, 


it n God was pleas'd to put a final End to 


ily the 


days after they had paſs'd the Bill. Tho? | 
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ble of, if we read him in his Ei- Bar 
after this manner, That the Injury heh 
done to the Biſhops of England, did as mu 


ſhed under Colour of Juſtice, His Roy 


| his Oracle in all Adverſities; the Loi 
| Archbiſhop of Canterbury remov?d frot 


all his Claim to Tonnage and Poundag 


his Forreſts and Chaſes, to leave | 
Same to the Delt 
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the Preſſures he labour'd under. For thi i 
next Vote after this, depriv'd him of he 
Negative Voice, and put the whole M. 
litia into his Enemies Hands. Which 
Miſcariage we may find him truly ſenſſ 


grate upon his Conſcience, as either the pn 
mitting of a wrong Worſhip to be ſet up! 
Scotland, or ſuffering Innocent Blood to 


Father's Words were to be verified, an 
no Biſhop no King, was by his Examy| 
to be admitted for a Maxim of receiv| 
Authority, His faithful Councellor, t 
Earl of Stafford being taken off from al 
fiſting him, by the Sword of Juſtice, a 


his Preſence; he found himſelf oblig'db 
his Enemies to paſs the Triennial Bil 
to fling away the Rights of the Sts 
Chamber, the High Commiſſion, and th 
Coercive Power of Biſhops; to part wil 


ro Ship-money, and the Act for Knight. 
hood, and by retrenching the Walks © 


Action of each Boor at 


Peaſant. Nol 
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BW Now it was that his Majeſty began to 
en his Eyes, too late; and upon the Par- 
Pment's inſiſting on having the Royal 
avy, the Tower of London, and all 
aſtles and Forts in their Poſſeſſion, not- 
ithftanding his moſt gracious Meſſage 
d this Effect, That he woald equal, if not 
ceed all Acts of Favour whicn any of his 
redeceſſors had extended to the People of 
ngland; He retir'd to York, where the 
entlemen of the County, for the greateſt 
art, were ſo Loyal, as to offer themſelves 
d be his Majeſty's Guard. The Parli- 
ent had before taken one for theirs, but 
hether they imagin'd the King's Inno- 
ence was ſuch, as to need none, or they | 
Wd they ſhould want another Oppor- 
nity to take Arms at ; they voted this 
d be down-right Levying of War. The 
ro reachers were inſtantly order'd to ſound . 
e Trumpet of Sedition, and cry'd out 
0 your Tents, O Iſrael; the Godly were 
vited to bring in their Money, Plate, 
W-wels and other Moveables, under pre- 
Nece of carrying on the Cauſe of God: 
he People of all Counties were reported 
0 be under a general Diſſatisfaction a- 
inſt the Biſhops and Liturgy ; when to 
vince the contrary, ſeveral Petitions were 
reſented ro his Majeſty, while at * 
| an 
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and which were printed and ſubſcribe 


by two hundred eighty two Lords au 
Knights, one thouſand ſeven hundred an 


forty Eſquires and Gentlemen of Not 
ſix hundred and thirty one Doctors of I 
vinity, and no fewer than forty four tha 
{and five hundred and fifty Free-holder 
to ſhew however miſguided the Rabbi 
were, and biggotted to their pretends 
Inſpiration-Mongers, the Majority of th 
Better ſort of People were for the Relig 
and Law eſtabliſh'd. Remonſtrance 
Declarations and Maniteſto's are th 
Fore-runners of Acts of Hoſtilities. An 
there were not wanting Publications 
that Nature, to varniſh over their det 
fied Rebellion; Texts of Scripture fle 
about like Hail in their ſeveral Congr 
gations, and the Prophets and Apoſtl 
were brought in Head and Shoulderst 
vindicate the Cauſe which theſe Fiend 
in Saints Cloathing were going to unde 
take; and he was a Malignant that dari 
to ſay they were not Fighting the Lord 
Battles, while they were at War with tit 


Lord's Anointed, They were ready 1M 
prove the Legality of it from St. Paul tt 


the Hebrews, where it is ſaid, H/irhou 


ſbedding of Blood there ts no Remiſſun 


Perverting the Text as much as they - 
5 tit 
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We People by the means of it. To enter 
Ito the Detail of theſe Rebels, would be 
Needleſs; what makes to our Purpoſe, is 
ot to take notice oſ the Journals of Bat- 
es or Sieges, nor to be particular as to 
ie Occurrences that befel either Party; 
ut to ſhew that Injuſtice got the better 
f Right, Faction of Loyalty, and Anar- 
hy of Decency and Order, ſo far, that 
ickedneſs being ſanctified with Succeſs, 
e beſt of Kings was ſold as a Sacrifice 
o thoſe that ſought after his Life, as our 
leſſed Saviour had been before him, and 


s Wcliver'd into the Hands of his Enemies, 
whole very Mercies were cruel, Nor 


fle vas it enough for them to be poſleſsd 
grit his Perſon and Eſtate, and to bizd 
lter King with Chains, as was boaſted 


rs rom the Pulpit ; they knew Villains cou'd 
ende never ſafe, while the Objects of Villa- 
dey were ſo, and took Counſel together, 
ar Mike the Jews againſt the bleſſed Jeſus, hon 
0 deſtroy him. When Death is determi- 
ed, the Means how to bring it about 
Ire {ſeldom difficult to be contriv'd ; nei- 


urtherers, that had been ſo prompt and 
Wpcditious in ſhewing themſelves Rebels, 


Hul to take Arms againſt their Prince, _ 
| 41. 


he People had been taught, it was Law- 
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her wanted thoſe any long Study to turn 


"6 


him, during his Preparations for Etern! 


his trayterous Subjects, was found guilt 
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Calvin's Doctrine of being Major Singuii 
ſed Minor Univerſis (and for that Reaſo 
accountable to them who hold all the 
Privileges and Immunities from his Ro 
al Favour) had been ſo very often incu 
cated to them, that even the Authority. 
the Scripture gave way to it, and the Gd 
pel that ſays, He that reſiſteth the Pon 
receiveth unto himſelf Damnation , wi 
flung aſide to forward its Admiſſion in th 
room of it. Not to dwell upon a Traged 
the paſt Age will ever be mention'd wi 
Indignation for, the preſent Abhors (ei 
cepting ſuch, who being of the ſame car 
rupt Principles with the Regicides ( 
thoſe Days, are in Love with their Prad 
ces) and that which is to come, will rea 
with Confuſion and Amazement; he v. 
adjudg'd by a Pretended High Court | 
Jaſtice, had Things that he knew not lu 
to his Charge; was declar'd a Traytor h 


of High Treaſon by the worſt of Crim 
nals, and had Sentence paſs'd on him, a 
if according to Law, when he himſe 
was the Fountain of all Law and Juſtice 
His own Domeſticks were with-held from 


ty, his Chaplains denied him till the lab 
Moments, the Priviledge of an * | 
. | Often 


* 
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fender refus'd him, when he was led 
Irth 4s 4 Sheep to the Slaughter, who before 
We Shearers is dumb, ſo he open'd not his 
oath, becauſe it was God's doing: When 
2 aſcended from the Scaffold into thoſe 
eſſed Regions prepared for the Juſt, 
here he now converſes with the Pro- 
hets, Saints and Martyrs, and enjoys a 
rown he can never be diſpoſſeſs'd of. 
lis Enemies and rebellious Subjects, ha- 
ing in one thing kept their Words with 
im (viz.) That they would make him 4 
lorious Ring: Though they denied him 
e Funeral Rites of being buried like 
ne, by not giving Leave but to ſome few 
f his Domeſticks, to ſee him laid in the 
round even as a private Gentleman. 
Thus died all that was valuable, and the 
Breath of our Noſtrils, the Beauty of Iſrael 
leparted from us; with him the true Re- 
gion was exiPd, and Juſtice that ſtill 
ept him Company, fled away, leaving 
Rapines and Devaſtion, Prophaneneſs and 
mpiety, Tyranny and Oppreſſion to fill ap 
he Meaſure of our Intquity. Till it pleas'd 
od, after the Death of the Uſurper, to 
defeat the Counſels of theſe vain Achito- 
J, and in Purſuance of his Heavenly 
Decrees, to reſtore our Native, Rightful 
ad Lawful Soveraign King Charles the 
Second, 


- a” 
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Second, after being with-held from hi 
Inheritance ſomewhat more than twely 
Years. This Prince was calPd to th 
Throne at a Juncture, when his Enemie 
not ſo much as dream'd of it, and was re 
ceiv'd by the joynt Conſent of thoſe ven 
Per ſons who had devoted his ſacred Heal 
to a perpetual Exile. The Nobility, Ge 
| try, the Citizens and the Commonaly 
3 ſtrove to out do one another in the Teſt 
| monies of their Affection, and thoſe tha 
before bawÞd out their C7acifige”s, ſun 
Hoſannah's openly. With what Sincerit 
they did it, thoſe that are better acquain 
ted with their Practices can inform us 
but that they did it, hundred of Eyes a 
Ears now in being can teſtify. This Prind 
came over with all the Opportunities that 
could have been wiſh'd for, of total 
ſuppreſſing this Viperous Brood. The Re 
ſentment of his Father's Death, the bar: 
barous Uſage of himſelf, the Murthero 
his chief Friends who took Arms for hin 
| - againſt the Uſurper, cry*d out for Venge ; 
| ance ; but he had learn*d ſo much from 5 1 
Father's Example, to do Good to thoſe thi ly 

| deſpighi fully 15d him, that he contented, 
himſelf, with ſatisfying the Aſanes of the 15 
Dead with a few of the Regicides. Some © 
People impute this ro General Mond's Ad 
| TY ; VICE, 
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e, who having been a rigid Puritan 
mſelf, retain'd ſome Tenderneſs for the 
irty, whoſe Doctrines he had not then to- 
ly forſaken, which made him interceed 
ith his Majeſty on their behalf ; others 
y, That the Gentlemen who were out- 

d with his Majeſty, and compog'd his 
ere little Privy Council beyond the Seas, 
giving their Opinion, that he ought to 
ferand oblige his Enemies, in bringing 
em over to his Intereſt, ſince his Friends 
ould be his Friends ſtill, and thoſe that 
d ſtood by him till his Acceſſion to the 
hrone without any Reward, would con- 
ve under the ſame Diſpoſitions of Loy- 
y, till another Opportunity ſhould offer 
elf for their Advancement. The laſt of 
ich Opinions ſeems the moſt probable, 
0 he ſeem'd to take both. For his Ma · 
y was no ſooner fix d at Whitehall, but 
e Lords Mancheſter, Say and Sele, and 
Anthon) Aſhley Cooper were admitted 
to his moſt Honourable Privy Council. 
the Means of which Miniſters, notwith- 


e Liberty of exerciſing their unapoſtoli- 
| Worſhip, and were let into the Know- 
ge of every thing that was in Agitation 
Court. Theſe were their Interceſſors 
on any Breach of the Law, and the King 


„told from their Mouths, 7 hat what 
VICE, 5 N had 


nding the Act for Uniformity, they had | 
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to the Cauſe of the Crown, the Church 


ſometime after in Scotland, a confid: 
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had been done, might be done again. 
a noble Peer in our Days, has ſince wor 
ed it, When inſteod of giving the Ro 
Aſſent to an Act of Indemnity, had hed 
ſtroy'd all the Rigicides and Parricide 
and paſs'd a Law ta confiſcate all the } 
ſtates of ſuch who were any way concern 
inthe late horrid Rebellion, with a Clau 
in the ſaid Act, to diſable all Officers 
the Army from a Collonel and upwards 
Lawyers, from a Barriſter at Law and u 
wards, all Clergy-men, from a Batchel 
of Divinity and upwards, with all Civil 
ans, who had ever ſubſcrib'd to the Pal 
amentary Authority, or taken the Cole 
nant, from bearing any publick Emply 
ment in the three Kingdoms; the Factions. 
entirely been broken and diſſolv d, andi 
King been rendred able to provide for 
honeſt Friends, who had faithfully ſtuc 


<< & Prod r 


— 
— 


2 


ſtabliſh'd, and the Laws of the Land, bt 
ing deſpoil'd of their Fortunes and Eltats 
on Account of their Loyalty. But the A 
of Indemnity being paſs'd in England, an ot 


table Man among the Rebels, ſaid in m 
Hearing, at Edenborough, upon the Regi 


lating the Corporation there, That it mai 15 


all People equal in the King's Eſteem, Which 
at that time gave Oceaſion to a Melanch 
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ly Reflexion. We are to underſtand that 
ſich Miniſters as the King brought over 
with him,had been Strangers to Mony for 
ſome, Years,and they were too intent upon 
getting it into their Poſſeſſion, to mind the 
King's or their Country's Intereſt. The 
Faction was Rich, and their ill-gotten Pelf 
broke thro? the Ties of Engagements they 
were undet to their own Party, and found 
ways of preferring all or moſt of thoſe who 
had any ſhare of Power in the late Uſur- 
pation, Accordingly ſome were made Bar- 
ronets, Tome Knights, ſome had Prefer- 
ments at Court, Offices of Truſt and Pla- 
ces of great Profit, while the poor Cavi- 
leer made his Suit to no purpoſe, and ha- 


himſelf with wearing this Motto about 
him, Mea Virtute, me involvo, This and 
other Miſcarriages,by late Hiſtorians have 
been imputed to Chancellor Hide's parſi- 
monious and provident Temper, tho? it 
matters not who did it, that it was done is 
even apparent in theſe Days, the Children 
having ſince prov'd diſobedient by reaſon 


F thence ſprung the many Miſeries we have 
ſince undergone, from thence that our King 
was forc'd once more to viſit raf 
Land, and have his Support from an Ali- 
en's Table, from thence, that Plots came 


ving no Cloaths to his Back, contented 


of the ill Treatment of their Fathers. From 
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and Movements of the Party, and ws 
more converſant in their ſubtile Device 


nerous Entertainment. 


ther's Father-in-Law ; they reſolv'd to 


ſon of the Duke of Tork, after having in. 
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in Faſhion again, and Sedition, notwith. 
ſtanding its late Suppreſſion, dard openly 
to ſhew its Face; for his Majeſty had not 
ſat long upon the Throne, but they wer 
for playing the old Game again, and u 

der Pretence of removing evil Councellor 
from him, and advancing his Honour and 
Intereſt ; an impeachment was drawn u 

againſt the Earl of Clarendon, his chief MA 
niſter, by the Parliament then ſitting, th 
King was forc*d to part with the beſt an 
moſt faithful Servant that belongꝰd to hi 
and that noble Lord who kngw the Spring 


than any Royaliſt beſide, was forc'd i 

end his Days in another Exile, and in thy 
{ame Kingdom where his Maſter and hi 
perſecuted Family had before found a ge 


This bold Stroke made them paſs onti 
one more inſolent and daring, and taking 
Advantage of the King's Compliance witi 
them, ſo far, as not to have Courage to 
Skreen his chief Miniſter, and his only Bro- 


ſtrike at the Royal Authority, in the Pei 


ſinuated to the People, That it was upon 
his Account the great Sickneſs and the Fin 
of 1.92407 broke out. The firſt,] He * | 

| the 


he remote Cauſe of by calling down 
od's Judment upon the Land, by his A- 
oſtacy to the Church of Rome, when they 
— fu occaſion'd the Change of his 
; cligion, by making him ſeek his Bread 
a a foreign Country: And the laſt, They 
ave out, He was the immediate Occaſion 
f, when ſeveral Incendiaries of their own 
ernicious Sect werearraign'd,try*d,found 
uilty at the Old Baily for it, and after- 
ards executed at 3 as the Gazets 
f thoſe times will inform us. Theſe Ser- 
entine Suggeſtions, that were whiſper'd 
tothe Men of Innovations Ears, by the 
eans of the Earl of Shafrsbary, carry*d 
ch Force with them, that a Majority of 
he Houſe of Commons gave Credit to 
Mm, and after they had in vain attempted 
o bring the Duke of York, nay, even his 
ajeſty, into a Plot againſt themfelves, by 
he Means of that infamous Affidavit- 
onſter, Titus Oates, they fix d upon a Bill 
Excluſion to bring about their unnatu- 
al and barbarous Deſigns. Monarchy 
vas a Sting that continually gawPd them, 
nd the only Yoke (beſides Epiſcopacy 
nd the ten Commandments) they 
{ought incompatiable with their CH- 
"Wir, or rather Antichriſtian Liberty. To 
Ji Wh 
Ms rid therefore of this Bondage, no Stone 
ro be left unturn'd, no Villany unat- 
| E 3 tempted. 


ro- 
to 
er 
in. 
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tempted. The right Heir was to be laid 
aſide, and all Hereditary Claim to be poſt. 
pon' d, that the Kingdom might be made 
Elective, and they give an Example to Po- 
ſterity, by raiſing a King of their o. u 
making. The Tool they pitch'd upon forf 
their Choice (I forbear to name him out di 
Reſpect to his Father's Memory) had nei 
ther Parts ſufficient to countermine their 
Contrivances, nor Intereſt enough to op 
poſe their Commands, whenſoever they 
{ſhould be pleagd to call him toan Accoun 
with a Redde Rationem Villicationis tut; 
and his Title to the Soveraignty being no 
better than their own, by the ſame Powe 
they could create him, they could allo x 
nihilate him, which would be a certain 
and infallible way to bring the Conſtiti- 
tion upon the Foot of a Commonwealth, 
and put the Exerciſe of a Deſpotical an 
more than Regal Authority once more in 
to their Hands. I ſpeak from my own 
Experience, being a Member of Paris. 
ment when the Bill was brought into the 
Houſe, and alſo one of Shaftsbury's Cre 
tures, ſome time, till I perceiv'd what be we 
drove at, under the Notion of conſulting ſing 
Ways and Means to redreſs Grievance age 
and Abuſes, that had crept into the Ad- wh, 
miniſtration, which made me leave hin} pat 
and his Accomplices, and come over 7 
EE Pads oh . OS. 22 Ls oO 184 the 
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he Court-party. As Faction had as ma- 

ny Shapes as Proteus, ſo it was reſolv'd 

d have more Names, and was calld 

higgiſm at this Juncture, in order to con- 

eal its old Practices under a new Title. 

Hut the Lords diſcover'd the old forty one 

er in its Countenance, and how it {quin- 

d towards inteſtine Commotions, where- 

ore the Bill was no ſooner brought up to 

heir Houſe from the Commons, but (tho? 

hot without a God-a-mercy to the Bi- 

hops) they kickꝰ'd it out and ſent it pack- 

ng from whence it came. Since Matters 

ould not be brought to bear to their Pur- 

poſe,under the Form of Law, it was to be 

lone under a Pretext of maintaining the 
opel. It was whiſper'd from one Ear 

to another, that the King was an Atheiſt, 

he Duke an Idoltor, and the whole 

Court was over-run with Weeds of Im- 

morality and Prophaneneſs, that Whores 

and Dogs had abundance of more Obſer- 

vance ſhewn em than his Majeſty's Diſ 

ſenting Subjects, that the Pacta Conventa, 

the Contract between the King and 

the People was actually broken, that they” 

de were abſolv'd from their Allegiance, and 

$M lince they could expect much worſe Uſu - 

age from the Succeſſor of the Son of Vebae 

if who made Iſrael to ſin, they ought to extir- 

my pate em out of the Land of the Living. 

(0 KS Such 


- The laſt from the Anſwer of Rehoboan 
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Such was the Cant among the pretended 


Brethren, and my good Lord Shaft 5bur, fi 
for the Edification of the Saints, caugdi 


a 
two Sermons to be preach'd, the one in th d 
Morning, the other in the Afternoon: uc 


The firſt from the Words of the Apoſtl;, 
Who will aeliwer me from this Body of Sin! 


to the Congregation of 1/rae/, My lea. 
Part ſhall be bigger than my Father*s Loyns, 
Now whereas my Father did burthen you wii 
an heavy Toke, I will yet make your Toke hei 
vier: My Father hath chaſtiæ' d you with 
Rods, but ] will correct you with Scorpion 
Both which Texts was wreſted and tortu. 
red to {ſuch an End, that it was not long 
before Rambald, and the reſt of his Con- 
ſpirators form'd that horrid Aſſaſſination 
at the Rye-hoaſe, and the Proteſtant Joyn 
er and the reſt of his righteous Fellow. 
Communicants, arm*d themſelves to tałe nti 
off thole illuſtrious Remora's, that hindred 
the Progreſs of the wicked ContrivanW 
ces they had taken in hand, to ſubvert the 
Government and Church Eſtabliſh'd, and 
over-whelm both with an Inundation 0 
Impiety and Prophaneneſs. But it pleas'd 


God to detect theſe Conſultations, and 
cauſeè them to fall into the Pit they had Nor 
diggꝰd for their Soveraign and his Brother. Thi 
1 Fac Conſpira tors Were exemplarily Fed pr 
wh x | Dec 
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ded, and the Maſter Key that unlock'd 
| their Secrets, and was at the Bottom 
all their Deſigns, fled over to Holland 
dye there amongſt Rebels that had ſo 

oy treſpaſsꝰd upon the Mildneſs of the 
Wovernment, as not to deſerve to be ſuf- 
rd to live any longer among 'em here, 
reaſon ceasꝰd to be in Being, while the 
Watron of it ceas'd to ſhew himſelf amon 

e Traytors, and their Fear of being Ai 
Wverd, not the Principles, made the Par- 


e reſt of this Monarch's Reign, who 
y commanding the Laws aginſt Sectaries 

d Nonconformiſts to be put in Execu- 
on, and by being againſt an Act of Tole- 
tion, which kept them from Caballing 
gether at their unlawful Aſſemblies: 

hich if he had not done, he might have 
v'd the reſt of his Time very Peaceably, 
nticipated the Fate of his Succeſſor by his 
wn, and for all that I know, might have 
len under the ſame Dilemma with his 
nfortunate Brother! Who, was 4 Prince 
1nd if their Vows and their Hopes, as their Ad- 


| olreſſes ſpeakk, which tliey preſented him at. 


dhe Beginning of his Reign, when he had 
10d Wranted *em tree Liberty of Conſcience. A 
nad Nonceſſion that made them Equal to the 
ler. Church of England, in his Favour, and in 
air dem with ſuch a Spirit af Ambition, 
hed, that 


leave off being troubleſome, during 
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that they could not reſt, till they werey 
permoſt,and had the Power in their Han 
In order to this, they joyn'd with the f 
piſts to take of the Penal Laws and t 
Teſt; and to ſhew that nothing ſhould! 
wanting in them to deſtroy the Churd 
enter*d intoa Confederacy with thole ver 
Recuſants from whoſe Liturgies th 
found Fault with our Inſtitutions for n 
ing deriv'd. But as all Mankind leant 
wards their own Perſwaſions, ſo this u 
happy Prince, not to be an Exception to 
general Rule, was indulgent to his owt 
and thinking it enough, and as much: 
they pretended to deſire, that they hu 
the true Exerciſe of their Religion, und: 
the Enjoyment of the Royal ProteQiin 
ſtep'd a little aſide from the Practice of h 
Anceſtors, and admitted ſome few oft 
Romiſh Communion amongſt his Prot 
ſtant Domeſticks, as the Earl of Peternit®- 
wgh, and others that ſerv'd him whe 
Duke of ork. The Whigs were the fin 
that took Alarm at theſe Proceedings, au 
tho? they had all they ask d for, in a To. 
ration granted *em by their Sovereign 
Indulgence, to ſhew they had not ſo mud 
as they hop'd for, they cry id out upon tit 
Infringements of the Law, when accor 
ing to their Senſe and Acceptation, no Sta 


| tute had been violated, had they been pr 
i | forre 


Ucce 
bers 
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red in the Roman Catholicks ſtead, tho 
y were under the ſame Predicament as 
Places of Truſt and Preferment with 
> Papiſts, the ſame Laws that excluded 
> excluding both. The Duke of Mon- 
wth was ſtill living, though under Ex- 
in Holland, and one who had been in 
aſpiracies againſt his Father, was to be 
Ncouraged to riſe up in Rebellion againſt 
Ss King. Twas not thought conveni- 
t at, that JunQure to lay the Streſs 
their Grievances upon his Majeſty's 
wour to Popiſh Diſſenters, leſt he might 
equally thought blameable for what he 
d granted to them, They had more 
ovoking Pretences to lay hold of, the 
King was poiſon'd, was their daily 
courſe, and who ſhould do it but his 
other, who was the next to ſucceed 
Wn. Befides, « _ his 200 $ were ri- 
g away with Liberty and Property, as 
17 it as their Legs could carry toe, 
was againſt Magna Charta, Hengham, 
een dan and Plowdew to keep up a ftand- 
gs Army, tho! he pay d all out of his own 
aud urle, without one Penny worth of Taxes, 
ti ben theſe very Men would have conſen- 


oed to one, nay, what is more, were ear- 


gulbeſt for it at the Peoples Expence, in his 
preſÞucceſſor's Days: Upen this, and ſome o- 
rrefÞivers Perſwaſions, who loolꝭd upon him 

_ Cs 5 " Dm” 
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Diſappointments. The King, who in! 


der the See of Rome again; and he ga 
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as an Obſtacle to their ambitious Deſign. 
the poor deluded Duke of Mo»mosth am c 
himſelf, while the ſame Hands that ill 
niſh'd him with Ammunition and Sto 
in Holand, gave Notice of every Motu 
and what Station his Ships were to tak 
not ſo much out of Kindneſs to his My 
{ty as themſelves, having then Matter 
the ſame Nature upon their Hands, 
intended to be better concerted. But 
his Pretenſions to the Crown were fal 
his Declaration barbarous, and his Cru 
unnatural, ſo he met with the ſame Fa 
he was unhappily deſerving of, and| 
Rebellion being cruſh'd before it wasg 
to a Head, the Duke was taken Priſom 
and executed as in Cauſes of Out-lawn 
for High Treaſon, with ſeveral more 
the Conſpirators. At which the Diſſen 
Hlers addreſs'd his Majeſty again with 
bundance of ſeeming Joy, for their 0 


own Temper was the beſt of Princes, v. 
told by the Prieſts, by whom he ſuffer 
himſelt to be too much directed, That! 
had nothing to fear after this Defeat ; t 
he ought lay hold on this Opportunityt 
eſtabliſh their Religion, and bring us u 


tuch implicire Faith to his Confeſſor an... 
the reſt about him, that hie introduc'd til 
x | | fir 
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into the Council, who gave ſuch an 
Fence to ſeveral Proteſtant Peers of that 
pſt Honourable Aſſembly, as to make 
m fling up their Places and leave the 
urt, which were filPd by Gentlemen 
heir own Communion. The Council 
ng thus purg'd of the Pillars that ſup- 
ted the Church, 'twill not be difficult 
imagine that the Reſult of it for the fu- 
e, would in no wile be for its Advan- 
ge. Accordingly a High Commiſſion 
s given out in Relation to Eccleſiaſtical 
fairs. Magdalene Colledge in Oxford, 
s made a Seminary for Popiſh Prieſts 
] Jeſuits, and the Biſhops impriſon'd. 
by the Advice of the Earl of Sunderland, 
en Secrerary of State, who, Judas like, 
tray'd his Maſter with a Kiſs, and ven- 
d his own Damnation, by turning A- 
[tate from the true Religion, that he 
ight ruine his Prince for being of the 
e. AStates-man finiſh'd in Infideli- 
and Hypocriſie, without Honeſty, with- 
t Gratitude, without any thing Praiſe- 
Worthy,but a deep Inſight into the Know- 
ge of the moſt refin d Politicks. Every 
ep that was made at the Engliſh Court, 
asby his Means communicated to that of 
We Hague, and tho? the Marquels of Alba- 
I, gave timely Notice of the Dutch Pre- 
Prations to invade us; the King 3 
| IP 
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did not abate the the Reſentments of % 


bary, Deal, Feverſbam, and the Places 


by intercepted Letters, had got Advict 
. Attempts, and been forc'd to put to! 
preferr'd the Good of his Country, bei 
that he did not make known the Purp 


ofthoſe Letters to his Majeſty before it 
ken Poſſeſſion of Exeter. The Eccleſial 
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lull'd aſleep by this Syren of a Mini 
that they were ready to ſet Sail, befor 
Majeſty thought of drawing his Fe 
together to receive them. My Regim 
was then in Kent, and quarter d at Cu 


jacent, and I had no Orders to march 
three Days after the News was brow 
the Enemy was landed at Torbay, wh 
in my Opinion was a great Miſtake; | 
had our Regular Forces been diſpos'dt 
Way, as our Envoy at the Hague, 


their Deſigns directed, and gave Notic: 
Sanderland, if they had miſcarry*d in i 


again, Re in facta. But Providence (ot 
der'd it, that this honeſt Secretary of d 


his Allegience to his King, and had {oj 
par'd his Conſcience for the Publick | 


too late, and the Prince of Orange had! 


cal Commiſſion had been aboli{h'd, t 
depriv'd Members of Magdalen Coll: 
had been reſtor'd, and the Biſhops releaſW,,, 
at the Rumour of this Invaſion, but i, 


Ms 
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2ople, tho? it took from the Grievances of 
e Subject, and they look'd upon it as an 
& of Juſtice done out of mere Neceſſity, 
d the Exigence of the Times, not out 
any voluntary Impulſe of the King's 
iſpoſition: Wherefore they joyn'd his 
ighneſs of Orange's Forces on all ſides, 
ro? the Encouragement of having a Free 
arliament, &c. in that Prince's Decla- 
tion, Whigg and Tory were once in 
eir Lives of the ſame ſide, tho? not with 
te fame Intentions The Church-Men 
ther'd to the Prince, in Hopes by his 
cans to ſettle themſelves upon the ſame 
aſs of Authority, which was allow'd 
jr their undoubted Right in the pre- 


iſtrations ſhould be redreſs'd for the 
ture, were they of what Nature ſoever. 
Hut the Diſſenters had a far more different 
roſpect in View, they joyn'd with the 
hurch to be enabled to get the Advan- 
ige over her, and render themſelves ca- 
ble of obtaining Means to deſtroy her. 
hey knew that their Saviour and Delive- 


"W:ingerous Expedition for the ſake of the 


F ant Religion, they were ſatisfy'd that 
Ss Education was in eng 
| Per. 


dent Reign, 'and that all Male-admi- - 


*, would yield to the Importunities of 
de good People, though he made not this 


Kron, but the Preſervation of the Pro 
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Perſwaſion, and queſtion'd not but ie; 
would have a more than ordinary Reſpe 
for the Principles he had been bred up! 
the Practice of; they were in hopes t 
Father's Part in him would have had fix 
an Aſcendant over his Mother's, that n 
one Virtue belonging to the Stuarts, wo 
ſhew that he deriv'd his Deſcent fra 
them, and that he would ſuffer no otlt 
Religion to be uppermoſt, but ſuch 
hore the Reſemblance of his own. Th 
puſh'd em forward to give out, Th 
King James the Second had forfeited t 
Crown, and at laſt made the Throne 
that unfortunate Monarch be declar'd V 
cant. Not but ſeveral worthy Membe 
were of the ſame Opinion, and out't 
Gratitude to their Deliverer, were f 
preſenting him with the Imperial Dy 
dem; but as I have intimated befor 
for quite different Ends, ſo that betwee 
Deſertion and Abdication down fell thai 
Prince's Authority, that his eldeſt Daugh 

ter, Nephew and Son-in-law might bt 
. inveſted with it, while the late Kin 
and his afflicted Family, after unhea,q 
. of Indignities offer*d him by his own Sub 
" jets, was oblig'd once more to be Penn 
aners to the French-Court, The Exec 
tie Power was in King William; an, 
the firſt ching that fell heavy 253 9 ue 

Church 
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Church, which was the greateſt of her Mis- 


fortunes, was the unhappy Diviſions among 
er own Sons. An Oath was to be taken to 


n Offices and Employments whatſoever, 
ithin ſuch a limited Time; and no one, 
hether Clergy-man, or Lay-man, from the 
igheſt to the lowelty Degree that refus'd 
was not to be continued in any Place, Pre- 
2rment, or Truſt, Several of the Eccleſia- 
tical Order, as well as the Civil, were 
queamiſh ; among the former, Dr. Sher. 
>, Maſter of the Temple, but a Penny. 
ram or two of Piſhop Overal's Oi of Eva- 
on having been adminiſtred to him, that, 
nd the Deanery of St. Paul's, drove down 
be Bone that ſtuck in his Throat, and he 
t ould have ſwallowed half a hundred more 


Methe ſame Nature when his Hand was in, 
Dis made his Way fo glibl y. 
ol But thoſe who had been the Ornaments 


ad Lights of the Church; the Majority of 
tua hom for their N on- compliance with their 


Wrinces Commands, againſt the ſacred In- 


t Ountions of their God, werecalPd, The Gola. 
MS» Candleſticis, were now ſet at nought, and 
-21ad in no more Eſtimation, than if they had 


ever undergone Impriſonment for Conſci- 


nlW:ce fake. They are Headſirong Prelates,laid 
che miſcreant Sons of Belial, or they might 
Jp ove diſſembled with Kjag James's Govern- 
ti Wnt, as we did, ad isd him, made him Pro- 
Il ” miſes 


heir new Elected Majeſties, by all Perſons 
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miſes of Life and Fortune, done whatever he bid 
'em, and yet left him in the Lurch, like a great 
many others of the ſame Coat. But they are ſeri. 

pulous, and much Good may their Scruples a 
e. Theſe were the Meek, Pious and Learn. 
ed Dr. Sancroft, Lord Archbiſhop of Canter 
bury, the Seraphick Dr. Ken, Biſhop of Bat 
and Wells, the Evangelical Dr. Turner, B. 
ſhop of Ely, the Vigilant Dr. Lake, Biſhop 
of Chicheſter, the Reſdlute and ae 
Dr. White, Biſhop of Peterboroagh, the Un. 
changeable Dr. Lloyd, Biſhop of Norwich 


andthe IrreproachableDr. — Biſhoy 


of Worceſter, with Dr. Hicks, Dean of W - 
cefter , Dr. Fitzwilliams , Prebendary d 

Windſor, and many others of lefſer Not: 
and Diſtinction. That theſe differ'd in 
Opinions from the reſt of their Brethren, 
was of great Detriment to the Church, ſince 
noone but will allow ſuch valuable Name 
would have kept her from loſing that E- 
ſteem ſhe has got rid of by the Means of 
{ome of their Succeſſors. It is neither civil 
nor ſafe to point out who they are, but 2 
Man may 2 m without Offence to good 
Manners or Truth, had all the Brethren \That 
remain'd undepriv'd, ſhard half the Zeal 
of theſe bright Luminaries of Faith and Sin- 
cerity, we had not been to ſeek at this Day, 


for the farther Security ofthe Proteſtant Re- 
ligion, aseſtabliſh*d by Act of Parliament. 


Bur the Government was pleas'd to male 
em 
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em Delinquents, and we are not to interfer 


with their Auguſt Deliberations, tho? had 
they been continued in their Biſhopricks 


em for ſome time longer, before they were 
wholly remov'd, to try their Behaviour in, 
doubtleſs it would have been found as Chri- 
ſtianand Exemplary in Office, as it has been 


it, nay, more, ſince the Neceſſity and pinch- 
ing Circumſtances of ſome of the inferiour 
Clergy, have made em have Recourle to 
their Pens to get Money, by juſtifying their 
Non-concurrence with their Brethren, as 
more than few have done of late Years;when 
if they had not been cjected from their Li- 
vings, no Argument by way of Contradicti- 
on had been brought to amuſe the Vulgar, or 
ſuſpend the good Opinion they conceived of 


this or that Perſwaſive to an implicit Obedi- 


ence. I would not here be miſtaken, or calPd 
nto Queſtion, for ſuſpecting the Legality 
of the Government {et over us by God's own 
/\ppointment ; I am neither ſo bad an En- 
guſh Man as to entertain a ſingle Thought 
contrary to the Good of the Conſtitution 


now in being, nor ſo preſumptuous to com- 


known to be Inoffenſive and Harmleſs out of 
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and Benefices, and a Diſpenſation allow'd -. 


mit that Thought to the Publick, if I did? 


However, ro go on with my Diſcourſe, I 


muſt ask. Leave to repeat an old Story that 
comes within the Sphere of my own partt- 


cular Knowledge, and may not fe2m mucſi 


2 from 
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from the Purpoſe of the foregoing Relation. 


In Oliver's Days, a certain honeſt Country 


Parſon, who had fall'n under the Statute of 


Sequeſtration, was conven'd before the 


Council for preaching to a ſelect Congrega. 
tion without a Licenſe, and ask'd his Rea. 
{ons for ſo doing. He told his Red-Nogd 
Highneſs, he would fetch them-preſently, 
they were but at the Stair*s Head, and in he 
came with his Wife and Children in his 
Hand, and offer'd to leave them with th: 
Uſurper and his Council, who were able to 
keep em without Preaching for theirQaily 
Bread, ſince it was not in Ris Power to do 


it. Come, come, Friend, ſaid Oliver, this i 


#9 Place to be jocoſe in: Will you give me you 
Mord to offend no more in this Nature, oy you 
mut away to Priſon ? Which he did with 
muchado ; butas he was going away mut- 
rer'd out to himſelf, If Imuſt keep my Work, 
the Commonwealth ſhall dearly 700 for it. 
Pleaſe your Highneſs, cry'd one of the ſandts 
fy'd Sinners, at the Board, He threatens t. 
do us a Miſchief, With that he was call 
back again, and ask*d, What it was he ſo mi: 
chrevouſly mumbl d oat by himſelf * Nothin; 
but the Commonwealth ſhould pay dearly for bi 
being ſilenc d. How, Sirrah, reply'd the Mai 
that never paid his Landlord for the Rei 
ot his Palace, ſure you won't be as good 4s y0u 


Word. Jes, but I well, reply'd Orthodox, 


I mu#t get Bread for my Family, and defy 
* li 
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to turn Quack-Dottor, and if one Pill does 
not do more Harm than ten Texts, Good- 
night to my Underſtanding, I have no 
Right to Divination. The Uſurper ſmil'd 
at his Anſwer, gave him a Licenſe to preach, 
ſd as he meddPd not with State-Affairs, and 
and order'd him a hundred Pounds for the 
Subſiſtance of himſelf and Family, The 
Application comes naturally enough to the 
Non-jurors of theſe Days, and to thoſe that 
are over and above preſſing upon them, I 
leave it. To return to the Methods that 
were taken by the Party to Elbow them- 
ſelves into the Government under this King's 


Adminiſtration : It may not be improper 


to lay down for unqueſtionable Authority, 


that Sunderland, tho? he did not appear as a 


publick Miniſter of State, becauſe of the 
Prejudice the Church had conceiv'd againſt 
him, by reaſon of his Treachery, manag'd 
Affairs behind the Curtain from the begin- 
ning, and in order to ingratiate himſelf with 
tie Pillencers, who might be ſaid to love the 
Treaſon, while they could not hate the Tray- 


Ir, being of their own Complexion, made 


what Intereſt he could with his Majeſty to 
bring *em into Credit and Eſteem at Court. 
The Tolleration-BiK was paſs'd into an Act, 
as previous to their Advancement, ſeveral 
Attainders and Outlawries were revers'd, 
and they could ask nothing that was denied 


em, thro' that noble Peer's Interceſſion. The 


8 Bi- 
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Biſhopricks that had been declar'd Vacant, 
were filPd up with Men of Moderation, for 
now that Nate was in Faſhion,and the Pri- 
mate of England was ſuppos d to be their Pa- 
tron and Protector, inſomuch, that Mr. Tho, 
Firmin, a known Socinian and Diſſenter, was 
frequently ſeen ſitting with him in his Coach, 
and more often at his Table. His Cloſet was 
open to their Conſultations; and things 
were ſo manag'd while he continued Head 
of the Church, that ſcarce a Deanery or 
Archdeaconry was given away, butby Re- 


commendation to the Throne and Suffragan 


Bilhop, it fell into ſuch a Hand as wilh'd 
wellto Comprehenſion. This was done in 
order to get a Majority in the lower Houſe 
of Convocation, and model 'em ſo that in 
Caſe a Union {hould be recommended once 
more between the Church and the Diſſen- 
ters, that Houſe might be no longer a Stum- 
bling-block to the Saints, but comply with 
them 1n their Ceremonics, their Religion, 
nay eventheir Benefices upon a fitting, Occa- 
ſion. To keep the Church Eſtabliſh? in a 
good Humour, the Marqueſs of H., and 
the D— of L—- . ſucceſſively in 
the Council; for thoſè of the other Intereſt, 
had render'd 'em jealous of each other, to 
be at one and the {ame time at the Board to- 
pe, neither was it for their Service it 
hould; for either of them had been a 
Counterpoife for the Earl of — 
4% It: 


— 
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had the Benefit of the King's Ear. The 
Great Seal was manag'd by Commiſſion till 
at laſt a certain Gentleman, who had ma- 
ny more Skilful in the Law, whoſe Age 
and Experience might have recommended 
them to the Royal Favour before himſelf, 
jump'd over all their Heads into the firſt 
Seat of Juſtice. ?T'was now Matters began 
to ſhew themſelves more openly, and the 
Buſineſs of the Church being done in Sat- 
land, Epiſcopacy ſuppreſs'd, Lay- elders ad- 
mitted into the Choirs and Cathedrals, and 
the poor Glencoe Men maſſacred in cold 
Blood for no Offence, unleſs it was for recei- 
ving ſuch barbarous Gueſts into their Hou- 
ſes and Homes, and by, no one dare ſay, 


whoſe Command. *Twas high Time, our 


well-natur'd Brethren ſaid , the Tables 
ſhould be turn'd upon us here in England. 
Removal upon Removal, gave us Cauſe to 
think we ſhould have no Friends left at 


[Court in a little Time. Lampoon upon 


Lampoon accoſted the Members of Parlia- 
ment that had any Intercſt in the Houſe of 
Commons, and it was almoſt Criminal to 
vote againſt the Encroachments of a Power 
that prey*d upon the Publick Treaſury, miſ- 
apply*d the Funds, and enrich'd itſelf by 
the Neceſſities of the People. Reformati- 
on was the Pretence of theſe Depredations, 
yet after all theſe Changes and Places in the 
Church and State, ſo far were the three Na- 
F 4 tions 


* 


* 
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tions from their promis'd and expected Re. 
formation, that they grew daily worſe and 
worle, and ſickning upon the Phyſician 
Hands, fell at laſt into a kind of Libertiniſm 
and Prophaneneſs. Theſe pretended Refor. 
mers indeed, made a thorough Reforma. 


tion in our Purſes, but never endeavour 


to procure it either in Church or Common. 
wealth, but rather crucify'd both with 
St. Peter's Crucifixion, the Heels upward 
and the Head downwards, For as for tht 
one, tho? they caſt out the unclean Spiritd 
Popery, yet they brought in not ſeven (x 
the Goſpel ſpeaketh) but rather ſeventy 0 
ther unclean Spirits more wicked than th 
former. So that this Ifland was a Panthe 
on, a Temple for ali Gods and Religion 
Of which Reformation-· Men we may trul 
jay with the Author of the Hiſtory of! 

depency, (Part 1 p. 140.) Theſe are th 

that with Haraniab brake the wooden Tod 


from our Neck, (Jer. 28. 13.) and put on 


 Toak of. Iron; free us from à little * | 


thrice in an Age, and impoſe 4s much at on 


for a Monthly Tax, quit us MI the Monopolit 


of Tobacco, and ſet up Exciſe upon Bread an 


Beer. The fir# eaſeth the wanton, riotous, rid 


Man, ana the latter grindeth the Needy at 


Poor. - Tet theſe are thy Gods, O London 


. 7hefe are the Idol Calves the People have ſet d 


* 
* 
LY 
* 


and do worſhip : Theſe be the Molochs to whi 
28 /acrifice. Our Pleets, Our Treaſures, Oo 


Tr 00! 
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oops, nay even that very Liberty and 
operty they gave*emſelves out to be fuch 
fenders of, were altogether at their De- 
ion, till it pleas'd God a Parliament was 
een, which was neither over. aw'd or o- 
-oumbred from making Inqueſt into 
blick Miſcarriages. The King of Spain's 
ring Indiſpoſition grew upon him more 
| more, ſo that his Recovery was wholly 
ſpair'd of, which made the French King 
k about him, in Relation to the Succeſ- 
, that in all likelihood would devolve 
the Houſe of Auſtria, eſpecially if he 
duld be at open War with that Nation at 
Time of his Majeſty's Deceaſe. This ob- 


h Spain ſeparately; but thoſe not taking 
ect with the Spaniards, who were too 
ateful to Deſert the Confederacy, after it 
laid ſuch Obligations upon *em, Mon- 


ene, had Orders to offer Conditions of 
ce to all the Potentates that had taken 
Wins againſt his Maſter. The Plenipoten- 


e Shert-liv'd Peace was concluded at laſt 
the Palace of Reſwick, and his Gallick 
geſty had the Satisfaction to ſee, that 
ugh all the Miniſters of the Proteſtant 
inces in Europe were preſent at Reſwick, 
phony very little Care was taken of the Prote- 


000 {oon 


M'dbim to make ſome Overtures fora Peace 


r 4“ Calliere, the French Agent ar the 


Fries arriv'd, and the Preliminaries ſettled. 


, Ont Intereſt, that the fourth Article would 
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gliſh Nation, would pitch upon no ot 


Gentlemen of Senſe, Wit, Quality, and 


fers and himſelf, that were not to be o 


Success of this noble Peer's Negotiation 
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ſoon Embroil their Affairs again with 
any other Accident. And yet this very 
ticle was ſign*d and fubſcrib*d to, byt 
Miniſters of King William, who wast 
avow'd Protector of the Proteſtant Car 
and had taken ſuch Pains to deliver us} 
the ſake of the Proteſtant Religion. 
Peace was {worn to on all ſides to be Pen 
tual, and Embaſſies were exchang'd w 
France, in order to keep up a Correlp 
dence between the two Kings. Thou 
cannot paſs by this Obſervation , I 
K. W. to ſhew his great Love to the! 


than a Foreigner to be his Ambaſſador] 
traordinary, either becaule England had 


dreſs enough to carry on the Negotiati 
or becauſe this Gentleman had concen 
ſome Affairs between the Marſhal 4: Al 


municated to another Hand. Whatry 
the Reaſon was, never was ſuch a Publ 
Entry made as then, the Magnificence 
his Coaches and Liveries, the Numb 
his led Horſes, with each a Groom tolle 
after it, and the noble Appearance of r 
Engliſh Gentlemen that attended him to 
Publick Audience, and com posꝰ'd his 1 
tinue, was ſo ſurprizing, that Fran 
never ſeen the like in any Age before. 1 
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ret to this Day; and it remains a diſ- 
bye Queſtion, Whether the Advanta- 
be Engliſh Nation gain'd by it, would 
Cu wiſe anſwer the Expence of it: How- 
» MW, he return'd home, after having ſpent 
mmenſe Sum, doubtleſs for our Good, 
PerMugh we ought to thank him if we knew 
1 yMWarticulars) got the Name of a Gentle- 
of of Addreſs and Greatneſs of Spirit, and 
our 194e1761e Reproach upon the Exgliſh 
che French Nation, who gave out in 
hel 
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to Holland for another Ambaſſador, 
we had none among our ſelves capable 


for Civility's ſake, but that this Gen- 
an defray d his own Charges; he was 


bank of Amſterdam to anſwer thoſe Ex- 
es, if they had ſtood him in fourſcore 
land Pounds, as had been reported, out 
$ Engliſh Acquiſitions; for the King 
been very liberal to him, (though he 
ppily miſs'd of the Pracipality of 
les) in his Donations, and he had that 
dom and Fore- ſight, to turn all his 
ts of the Forfeited Eſtates into Ready 
ey. But ſome People will not hold 
Tongues be it never ſo dangerous and 
Wriſed, and give out the Nation paid all 


ion Disburſements, and Bills were drawn 


the Treaſury for that Purpoſe; though 
5 the 


t Employment. We are not to ima- 


enough, without drawing Bills upon 
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ick, that we ſhould be forc'd to ſend 


Churcb's Intereſt, for all ſuch as were 


held not far from the King's Head Ti 


' Concern tor the Legal Conſtitution, o 


were branded with Infamy, Such! 
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the Reader muſt pardon me, if I leave 
a mute Point, and declare that I am 
Ola, and he's too Rich for me toruM" 
Riſque ofa Premunire on that Account, 
the part of the King of France, came q 
as Ambaſſador Extraordinary, the C 
de Tallard (now Marſhal of France, and 
Majeſty's Priſoner of War at Nottial 
who was no ſooner arriv'd, but the! 
who were then declining in the Houk 
Commons, and who ſtood in need of 
fices to ſupport themſelves, gave out; 
he brought over vaſt Sums in Bills and! 
cie, to diſtribute among the Antaga 
which were ſuch Members as were in 


citous for its Welfare and Security, 
would not blindly ſubmit to ther 
nents, and run Headlong towards the 
dom's Impoveriſhment, in leaving all il 
to the Diſcretion of the Miniſtry, wen 
led Charch-Papiſts, Facobites, and Fri 
Penſioners, This was given out 1nac 
printed Ballad, ſaid to be written by 
cain Club of Great Men, which was 


in Holbourn, wherein all that ſhew'lF 


the Courage to {tem the Tide of the 


ſtry, which was then rowling in upd N 


i 
Edward Seymoar, Sir Chriſtopher Muffe 
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Robert Harley, Sir Bartholomew Shore, 
Harcourt (now Sir Simon) &c, The 
b took the Hint, for they had learn'd 
r Cae to a Tittle, and gave it out for 
in an Inſtant, nay, the Story was im- 
d, and gather*d like a Snow - hall, as it 
puſb'd forward, there were not wan- 


ini ſuch as would enter into Particulars, 
eus, That this very Diſtribution was 
Jou e at an Appointment at Cards,nam'd the 
o Houſe, which was a certain Great 
ou, who bore a part in the Bribery with 
and, pointed out the Game they play'd at, 


would take their Oaths as to the ver 
n, the Court's Loſings or Gifts, which 
all one in their Language, were paid 
in; printed Papers were diſpers'd down 
he reſpective Countries, Cities and Bo- 
phs at the Party's Charge, and their E- 
ies in every Place were order'd to 
e uſe of them to the Diſadvantage of 
Loyal Gentlemen, who repreſented 
only to preſerve them from the Mil- 
ts that threatn'd ?em. Liberty and Pro- 
was the tempting Morſel they baited 
r Hook with, though Arbitrary Power 
on the Point of it, and Innovations in 


le were the Meaſures they rook to pre- 
ale the People for a new Parliament, for 
ch. began to be uncaſie, and too boiſterous 


Moſt them to rule; wherefore there mult be 


{ome 


rch and State laid lurking behind it. 


T2 


The Hiſtory of Faction, vyc. 
ſome Pretence or other to lay em aſide; 
this of Corruption ſeem'd ſo plauſible, f 
nothing could poſſibly hinder it from tali 
Effect, tho? it may be obſerv'd here, ii 
no one amongſt them all had prevail! 
Votes in his Favour, for taking 6oooli 
ſecret Service- money out of the Treaſur, 
batter down the Walls of the Church wi 

and worm themſelves into the whole 
nagement of a Kingdom they had neit 
Abilities nor Honeſty enough to ſit at 
Helm of. Witneſs the Partition-Tre 
carry'd on and brought to a Concluſion 
their Advice and Conduct; a Treaty i 
its Circumſtances more fatal to us ande 
Allies, than a down- right Declaration 
War, and that could not hut be attended 
the worſt Conſequences : The French K 
fore-ſaw the Event of it, before he oppyi 
it, and was well aſſur'd that without lvl 
Provocation or other, which ought to b 
the higheſt Nature, the King of &. 
would leave the Succeſſion in the Impe 
Family. He therefore gave Orders tog 
Miniſters at London and the Hague, to 
ter into this Negotiation, well knowing! 
if it ſhould take Eff2&, the Spaniards, vi 
are the moſt jealous People in the World 
loſing their Prerogatives, would reſcnt if 
the laſt Degree. Divide & Impera, Wife 
Maxim of Truth and Authority, Time 
of Mind, and it was next to a Certa 
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ould have its uſual Effects now. The 
perour would be diſguſted at it, the En- 
and Dutch would loſe a Confederate 
it, and the whole Knot of thoſe Powers 
o had enter*'d into a League Offenſive 
oo Defenſive againſt his farther Encroach- 
ts upon the Liberties of Europe, would 
v igolv'd by this Artifice of State, and the 
niards ho never conſulted their Intereſt 
uch as their Revenge, would find ſome 
ans or other to overthrow the Deſigns 
he Treaty, by calling one of his Grand- 
to fit upon the Throne, after the De- 
ſe of their King; which in a few Months 
rfell out accordingly, They knew that 
Emperour was at too great a Diſtance 
ſupport ?em , other wiſe their Inclina- 
ſtood fair enough for his Family; they 
e ſenſible the Engliſh and Dutch were 
er Engagements quite oppolite of their 
per and Eſtabliſhment, and for that 
e could expect no Aſſiſtance from them, 
npaſgrefore being aſſur'd of the Protection of 
5 10 hre, who had numerous Armies, well 
to ointed, and ready to take the Field up- 
nge leaſt Notice from his Miniſter, of the 
5, ess Deceaſe, they either perſwaded or 
rid a their dying Monarch to make a Will 
nt Ae Diſadvantage of his own Family, and 
We the Poſſeſſions of his Crowns and 
me A tories to the Dzuphin's ſecond Son, the 
aue of 4%. The French King ing; 
To 
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his Grandſon to accept it without any & 
ple; and by the means of our wiſe Miniſ 
was arriv'd as near the Univerſal Mog 

| chy, as if Count Tallara had been a ſcat 
| ing his Bags of Piſtoles, even among} 
Xx that gave out that others had receiv'd\ 
As the Conſequences of this Treaty wa 

ready known, ſo it was but Equitablet 

Enquiry ſhould be made after the Cauſy 

it, as became good Patriots, with wh 

the Libertes of the People, and every th 

elſe that was valuable was intruſted. 

Parliament took the Buſineſs in hand. 

after mature Deliberations, which be 

ſo Auguſt a Body, votedan Impeach 

againſt the Authors of it. This put em 

to ſuch a Conſternation, that nothing e itt 

OE be like it; they were ſure of the King, 
n bhhe had given his Conſent to the ſaid Th 
A ff ty, were not without an Intereſt amog 
thoſe of their own Body, and had noti 

to do but to render thoſe that voted the 
peachment odious, and blacken 'em u. 
Commons. When the Word was gilt 

and all their Mercenary Scribes gave till 
Appearance; the Devil was to be raid 

ſupport his own Cauſe, and ſet his H. 

to a certain Remonſtrance or Defamat 

Libel directed to the Houſe of Common 

by ſubſcribing Legion at tlie Bottom of 

But this would not do their Buſineſs, ti 

worthy Gentlemen receiv'd it with S : 
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to the two hundred thauſand Devils 
aa leſſer Note, which was given out ſhould 
kit. His Diabolical Eminence being thus 


Would make à ſecond Attempt, and our 
ame a Rude Addreſs from Maidſtone, in 
nt, brought up by five as Ignorant and 
award Meſſengers as were ever {ent on a 
ws Errand ſince the Creation ; Mr, C 
yer the Doughty Champion, that fights 
eels by Indidmenis at Hicks's Hall, and 
d the Aſſizes, was the Chief of this Em- 
ay, who had no ſooner told his Tale, bu. 
2 Caution for him to bring more Brains 
Town with him for the future, was com- 


elow-travellers, to have their Pictares 
grav'd in the ſame Mettle as their Counte- 
res were made of. The Commitment 
ade em grow famous, as the Burning of 
lands Temple made the pitiful Fellow 
Wat did it talk'd of, and they did not want 
ſtarts of all Sorts and Degrees, to encou- 
fe them to perſevere in their Impudence, 
nd to continue to exaſperate the Country 
punſt their Repreſentatives for denying 
em Leave to affrozt them by way of Pe- 
on. Nor had they any Reaſon to think 
it the Court would diſcountenance *emgn 
eh Practices, for the Poet Laureat, who 
Vorn Servant to the Crown, was or- 

ba g5 der'd 


. that was due to it, without any Re. 
ar 


appointed, it was wholly neceſſary they - 


ned to the Gate-houſe, with the reſt of his 
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- der'd to write a Poem in their Commends 
ion, call'd, The Kentiſh Worthies : Which 
e durſt not have done, without Encourage 
ment, or Order from his Superiours, The 
* Kentiſh Worthies had no ſooner ſeen thi 
Light, but out came The Hiſtory of the Ko! 
75 Petition, ſuppos'd to be written h 
Daniel de Foe; and Jura Populi Anglican 
two Pampklets that ſhew'd the Fore- ea 
of the Party to the utmoſt Demenſions, an 
made appear, that thoſe who have no 
tice have no Shame. To add to theſe Pape 
"Vindications, and allow of the Subjet 
Right of Petitioning (I ſhould have ſi 
Scanaalizing ) the chief Citizens of Loni 
among whom ſome of thoſe Worthy Genti 
men that had ſitten in the Chair, invinW« 
*em to a noble Entertainment at Merc” 
Hall, where there was nothing wanting het 
ſhew their Reſpects to them, and the ( 
of Sedition they, were carrying on; no, noten 
much as ſome of the Nobility themſelve ie 
give a Stamp of Authority to what had ba 
done contrary to all Law, good Manners, 
Prudence. And now the Day came, v 
thoſe who had been impeach'd by the Co 
mons, were to take their Trials. To whit 
end Preparation had been made in He 
minſter-hall, and the ſeveral Noble Period 
that lay under the Imputation of being ert 
minals, appear'd accordingly. When no 
trom the Commons attending, purſuant | 
„„ 3 a f 
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he Order of their Houſe, they were diſ- 
harged from any further Proſecution, tho? 


he Commons were of another Opinion, and 
oted, That ne Right had been done em, &c. 


ove) did not think ſo, they thought no- 
hing could hurt them for the future. But 
be Commons had another Game to play 
th them yet before they would fling up 
he Cards, and having been diſſolv'd twice, 
their Perſwaſions, were reſolutely bent 
he third time of their being call'd to ſit, to 
nquire into publick Miſmanagements, All 
her Endeavours by their Emiſſaries and 
eeatures in the Country, all their Lam- 
el oons and Invectives, heir Black Liſts, their 
win ory Remarks, their pretended V indicati- 
of certain Gentlemen, among which was 
agi et of the Earl of Roche ſter in particular, 
(ad no other Effects than the new Commiſ- 
ons of the Peace, which they had advis'd 
e King to give out by recalling the old; 


ance of em, and confirm the very Choice 
ey had made. Their Libels contain'd ſuch 
Ipudent Falſhoods in em, as gave them- 
es the Lye, without having any Recourſe 
any Proofs to convict em; and their new 
erſolets of Juſtices of Peace advanc'd from low 
og etunes and lower Characters, gave ſuch 
Nö National Offence, that even thoſe Coun- 
A FI 


t 


This Proſecution thus happily over, as the 
Marty gave out, tho? the Proſecutors (as a- 


hich was to add to the Peoples Abhor- 
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ties and Corporations, that had been ug! 
to ſend up Members of moderate Principh 
(as they term the Phanaticks of thoſe Dayj 
W. : to repreſent em, now made a quite dit; 
| rent Choice, and had Recourle to th 
| Church to ſupply them with Men of Al 
| lities, Truth and Integrity. Matters thy 
IM carry'd againſt em, and the Detachment div 

Queries they had ſent abroad to.intercey 
the Enemies Votes, Deng boo weak to cm 
up to theit Injunctions. The King was pe 

ſwaded to recommend Union from th 
Fhrone between the two Parties, whid 
he did very Pathetically, and in ſuch Tem 
| as could not but be received with A pptob 

Z tion and Applauſe from all Parties. But 
W--- Deſign and the Stile had their different Aon 
+. ceprations, and tho? the prevailing Fam 
which was that of the Church, could ute 
but havea juſt Difference for the Poignay 
- ©... Cy of Thought, the Vivacity of Expreſſia 
and the Force of Perſuaſion his Majelty 
Speech carry'd with it, yet they knew tin 
Opportunities were not io be neglected auen 
ſince they had it in their Power to be ſe 
viceable to the Nation in Deſpight of its Wit 
nemies, they thought themſelves oblig i {1 
by the Ties of Conſcience, and the TrulWcio 
That was repos'd in them by their ſeveralu 
EleQtors, to render *em ſuch an Account cin 
their Proceedings, that they might knowJur 
how the Money had been employ'd, * 0 

VV the 
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hey freely contributed to, for the Uſe of 
be Publick. Some Perſons of confiderable 
ames, had made ſuch uſe of the Advanta- 
res they had to enrich themſelves in Places 
t Truft, asto rob the Publick of vaſt Sums, 
yhich had all along made the Funds defici- 


nt in this King's Reign, which by how 
touch it was of pernicious Conſequences, 
xy ſo much ought the more to be enquir'd 
ito. Accordingly before this Aſſembly 
could enter into Conſultations to raiſe more 
thWſony,chey prudently advis'd together how 
aa e laſt had been ſpent ; and having unde- 
able Proofs from the Commiſſioners of the 
beublick Accounts of Embezelment, and 
thrievous Miſdemeanors, by which the Na- 
en had been highly injur'd, they gave Or- 
ers that Inqueſt ſhould be made, and the 
ttorney- General order*d to proſecute ſuch 
were fuppos'd to be guilty of theſe Miſ- 
ionWcriages. The Party upon this took the 


—— 
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arm, as before, and to obviate this in- 
nded Proſecution, made a Diſcharge, 
veborn like, of all their Artillery, in order 
d bully 'em, and let fly France and Spain 


= 


Etch all the ſtink Pots of Lifts and Queries, 
ig ſuffocate em all at once; but theſè not 


eing of ſufficient Strength, they had re- 
durſe to their old Method of Diſſimula- 
on, and betook themſelves to Stratagem 
urprize and the Credit of the King, The 
ob had been ſufficiently terrify'd _ 

e 
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raign Remedy theſe State - Quacks had for all Aj 


; ſalutary Influence of the King's mot efficacions an 
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the Apprehenſion of Popery and wooden Shoe 
and were to be comforted again with the Soy 


ings, call'd the King: The King was to be entry 
ſted with a tanding Army, and what not, t 
keep the Bugbears of Popery and Slavery fro 
them; the King was to do what he ſaw fit in li 
own Eyes towards their Preſervation, the Kig 
was to have the Liberty of the Subject in his on 
Hands, as being beſt able to protect em, andi 
their Rights and Immuniti es ſhould be inveſtet 
in the Soveraign Authority. But the Parliament 
who had given him that Authority under c. 
tain Reſtrictions would not put it in his Powe 
to abuſe it; and though they knew him to bei 
g00C Prince,and one that had been a great Stick 
er againſt Tyrannical and Arbitrary Powerit 
others, they could not be aſſur'd that he woull 
not change his Temperament of Mind and B& 
haviour, when he was arriv'd at that Pinackd 
Authority himſelf. Beſides, his Majeſty was ad 
Immortal, and ſome other after him in tht 
Courſe of Succeſſion might be of a more uno 
ward Genius,and abuſe thoſe Conceſſions of tit 
People, and turn the Compliment they maded 
ſubmitting their Privileges to his Diſpoſal, toy: 
the Peoples Diſadvantage. - This Article beinnir 
render'd ineffeQual, they fell to weeping lik 
Crocodiles over the Miſchiefs they had dong 
and were to do. They lamented in moſt patbe 
cick Strains, the Unhappineſs of our Conditio! 
and aggravate the Misfortune of being 4ivid# 
among ourſelves, which gave ſuch a fatal Damp tot 


all. healing Genius. They told us that this was rin 
Time for Retroſpections and Enquiries into Pct, t. 
cadillo's, Inad ver tencies, Slips and flight Miſmae C 

8 nagementze {a 
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azements, and proclaim'd all thoſe Enemies to 
eKing, and Betrayers of their Country, who 
hought fit to proceed againſt em, at a Time 
hen their whole Study and Contrivance ſhould 
taken up in diſappointing the Meaſures that 
xd been concerted between France and Spain for 


ine Univerſal Monarchy. By which Piece of 
* caft, they thought they had ſecur'd to them- 
a res Impunity for paſt Miſdemeanors, or laid 
CeiWhe Odium of thoſe Facts upon thoſe who ſhould 
gen fer to call em to Account, by Reproaching'em 
cis being Enemies to the Government and in a 
ge onſpiracy againſt the Liberty of Europe; and 
bei either way to have deſtroy'd their Credit wit 
ace People. As an Addition to this Artifice of 
* heirs while they endeavour'd to diſpoſe the 
ol 


ecople to be govern'd abſolutely by the King, 
hey prepar*dand advis'd the King to be directed 
dolly by themſelves, as the only Friends he had, 
sa dee it was thro' the Malignity of the Facobires 
nd Tories (for all had thoſe Names that were 
into ot poſleſs'd of their Natures)that all his migh- 
Deſigns miſcarry d. 
Thus far the Thread of their Plot was reaſo- 
ly fine ſpun, but a coarſer Twiſt was re- 
pir'd for vulgar Uſe.. -Theſe Amuzements 

ere calculated for the Meridian of unpoliſh'd 
derſtandings,and the Mobs uncultivated Ap- 
rehenſions, ſtood in need of broader Signs 
hen ſly Innuendo's and ſubtile malicious Inſinu- 
vi ons. Matters of Fact, and Letters at length 
to gere to be laid before em, that they might 
ow who the dangerous Men, and what their 
[as f rimes were, and thoſe they never ſtood in want 
ker pt, thro? the Diligence of the Party, who ſpar d 
o Coſt to point out to them who were to 
© ſacrific d. But neither this unheard of 
A | Piece 
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nicated from Hand to Hand, to ſupp 


- EleQoreſs Dowager, and Electoral Princed 


the Princeſs of Denmark, now their mul 


ble that the Princeſs Sophia's Dowry, a 


Moth ing ſuch Bounties as ſhould not only draw It 
Courtiers are like 


Place where the moſt Purchaſe is) but migit 
have made thoſe two foreign Princes ingil 


2 great Man is not always born with at 
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Piece of Impudence which was comm 


the ſinking Spirits of their Adherents, , 
vail'd*'em any thing, nor their Sollicitas 
ons with his Majeſty. to ſend over for th 


Hannover, while the preſumptive Heini 
to the Crown was living, in good Health 
and capable of furniſhing the Royal Lin 
with a further Iſſue, Tho? when all othe 
Means had faild*em, they did this on pu 
poſe to draw off the People's Affection frog 


acious Soyeraign. - For they were ſenh 


the young Prince his Appanage,as Heir 4 
parent to the Electorate of Hannover, joyul 
with 50000 J. per Ann. which they ende 
vour*d ſhould be paid em upon the Foot. 
our Eſtabliſhment, would have render 
em capable of keeping a greater Houſe tha 
her Royal Highneſs, who had no more cou 
ing in than her bare Allowance, and beſtoy 


Nobility and Gentry from ve mess, (i 
CUES, Who frequent tha 


tiate themſelves ſo far into the goodlikingd 
the Mercenaries among us (and God know 


Auerſia 
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of the worſt Conſequence to Her pre- 
ſeat Majeſty's Affairs. For this Etid, 
ſeveral Pamphlets were writteri, and 
one Toland, who made a Poſtitute of 


Juſtice and Religion, was ſet at work, to 
preſs home this [nvitation, with all the 
Cogency and force of Argument he was 
__ of: "Twas Publickly given out, 


Reception, and a Theater, which of all 


Entertainment in the Palace aforeſaid. 
But .notwithſtanding all this Aſſaſſin 


coming over, the Parliament ſhew'd no 
manner of Inclination to be at unnece(- 
lary Expences; and the King had enough 
ncy, to make preparations for a Rupture 
with France, and to draw over the 
Veutral Prinees into the Alliance, not 
s take the Charge upon himtelf. Which 
Maus d a mighty diſatisfaction in the 
Party, and was no ſmall diſappointment 
200 to their Scribe, who promis d himſelf 
Mountains, and one of the firſt Places of 
Proficand Dignity underHerHighnels,and 
== 32 Her 


averſion for Money) as might have been 


his Pen upon all Occaſions, againſt 


Hampron-Court was fitting up for their 
things His Majeſty had no manner of 
Good-will for, was Erected for their 


f reveal d Truth could Urge for their 


upon his Ha nds, to form a new Confede- 
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whom they thought they had Inter 


Death of the King, in the Advance 


vency of Devotion would draw dowt 
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Her Grandſon. The Propoſal was a 
Ridiculous as unſucceſsful; for who 
could not have ſeen the diſparity be- 
tween ſeven and Thirty, and Seventy, Wt 
to be ſuch, that no rational Man, but b 
muſt have concluded, that without any WF " 
unforfeen Accidents (which God forbid e 
for the Good of his Church) Her Majeſij 
could not but live a conſiderable times. 
fter the Princeſs Sophia's Deceaſe. The 
Party were ſenſible of this, but the 
were for inviting 'em over for the Rex 
fons aforeſaid, which ſome of em, and 
thoſe not a few, were in hopes woul 
have prevail'd, had not King Willian 


enough in, to draw Him over to ther 
fide, departed this Life, to their Un 
ſpeakable Grief, and the Nation's Li 
on the 81hof March following. A Dy 
that made us Ample amends for thi} 


ment of aPrinceſs to the Throne, whoſ: 
Heart was entirely Engliſh, whoſe Fer 


thoſe Bleſſings upon us, that had for 
faken vs in the laſt Reign, and whok 
unalterable Affection for the Eſtabliſh 
Church, would forward the Advance 

ment of fuch Miniſters as had mu 28 
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de, through the Intrigues of Evil Coun- 
lors, for their conſtant adherence to 
. Such was the Situation of Affairs 
t Her Majeſty's happy Acceſſion to the 
hrone of Her Royal Anceſtors, though 
may not be Improper to return a lit- 
e unto the Precedent Reigns, and run 


er ſome Miſtakes in Government, 
lich, in my Opinion, leſſen d the Cha- 
aer of Prudence, a certain Prince is 


mightily cry d up for. King Milliam, 
the Perſwaſions of I know not whom, 
ld to the Miniſtry ſuch as were Indi- 
nt, and of none, or very ſmall Eſtates; 
ter having diſmiſs'd ſuch from the 
fvice of their Country, who were 
ealthy and capable of Aſſiſting us with 
teir Purſes, as well as Counſels, which 
as a great Cauſe of the publick Trea- 
res being miſapply'd, and the Funds 
ot coming up to the Intent they were 
ven for; ſince they could not keep up to 
e Port, which was requiſite to be kept 
Men in their Stations, by ſubſiſting 

ntheir bare Salaries, without ſinking 
ter Fingers, ſomewhat Deeper than 
Widinary, into the Caſh of the Exche- 
vers and *twas not poſſible for emto 
W'irive at ſeven or eight Thouſand 
ounds per Annum in a few Years, out. 
G2. of 
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of fiftcen Hundred or two Thoufand, 0 
Nor would it have been poſſible, that þ 
the Committioners of the Navy, in his 
Days; as well as other Offices propor-i * 
tionable, ſhould fave twenty thiryW 
or forty Thouſand Pounds a piece, ou" 

of a Salary of co Pounds, which be 
Evident they did, during the thirteen W# 
Years of this Prince's Reign. Theſe ge 
muſt take for Miſtekes, for it is indecen 
as well as ungenerovs to the Memory 0 
the Deceas'd, to call them otherwiſe: 
though ſome People that malign'd hi 
Character, would look upon cm as | 
many Acts of Policy and Craft. Forth 
theſe means He enrich'd the Party u 
ſuch a Degree, that they bore all befor 
em for the firſt ten Years of His Reig 
and neither Mayors nor Sheriffs wer 
choſen, but ſuch as were in His Con 
fident's- Intereſt. (FE don't ſay His, fa 
Rpablicans are againſt all Regal Auth 
ritey) By theſe means ſeveral Worth 
Gentlemen were poſt-pon'd in th 
Lawful Rights, and as the Court wi 
purg'd of ſuchꝭ as had a Veneration fa 
the Church, and the Family of d. 
Starts. from which his Majeſty Him * 
was deſcended by the Mother's $i Fa 
$o the City was to undergo ＋ ſa | 2 
of out 
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Courſe of Phyſick, and Sir Jonathan 
Raymond, one of the eldeſt Aldermen, 
was forc'd to fling off his Gown, ſince 
He could not wear it with Honour, a- 
fter having been often Rejected from 
the Mayoralty whenit was his turn to ſuc- 
ceed to the Chair, Sir Samuel Daſhwood, 
and the reſt of his Brethren, who con- 
curr d not with the Diſſenters, met with 
the ſame Uſage, though they did not 
ſhew the ſame Courage, even when the 
irſt of em was not choſen till juſt be- 
ore the Death of King VWil/iam, while 
the S yord was carry d to the Meeting- 
Houſe in Publick without Impunity, 
ven when it was contrary to the known 
ws of this Realm; and Sir Humphry 
F win the Numerical Perſon who had it 
"© Worn before him, was permitted to 
carry the very ſame Enſign of State be- 
tore his Majeſty, at His Triumphanc 
WEntry:into theCity of London, after the 
Concluſion of the perpetual Peace at 
Reſwick. The Min'ſtry of this Reign 
(for the Maxim, that ſays, the King 
Wa do no wrong, Was allow'd- by the 
+ tame Faction, during this Princes Ad- 
miniſtration) were under another Mf. 
Side take, which truly was one without a 
fam ercaſin, in Ad viſing his Majeſty upon 
zourl G 3 & 
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try, who had a due Scnce of Her Accom- 


which they afterwards fortn'd againſ 


vation to blackengthe King's Memory; 
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a ſlight Occaſion to take the then 


' Princeſs of Denmark's Guards away: | 


and diſrobe Her of what of Right be. 
long d to Her as apparent Heireſs to the 
Crown; for inſtead of embittering the 
Subjects againſt Her, and rendring Fer 
Criminal tothe People, their Device 
had a quite contrary Effect, and the fight 
of that Illuſtrious Lady's going to the 
Service of God, to Her Pariſh-Church, 
nnattended, unleſs it were by two or 
three Footmen, had ſuch an Influence 
upon their Reſentments, as to leave the 
Odium where it was not delign'd, and 
make other great Perſonages ſuſpecte 
of ſome indirect Methods, which they 
were ſuppos d to be then carrying on 
to Her Royal Highneſs's diſadvantage 
Which gave matter of Offence to 1 
great number of the Nobility and Gen- 
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pliſhments and Vertues, and perhap 
was one of the greateſt Occaſions, that 
the Party fell ſhort in their Deſigns, 


Her. Not that I introduce this Obſer. 


His Actions are ſo conſpicuous, and his 
Glorious Atchievements ſo diffaſive 0 
Light, that they want no Shadows _ 

1 3 thele, 


The Hiſtory of Faction, &c. 
ben theſe, to reflect a Brightneſs upon the 
Livelineſs of their Colours. 

His Majeſty's Breath was no ſooner 
th: out of his Body, but even thoſe that 
were almoſt Idolaters of him when liv- 


the MI :" 0": | : GG 

ue ing, made it their Endeavour to Wgct 
ce: bim as ſoon as Dead, and a certain great 
oht Man took Coach immediately, to carry 


the the News to Her preſent Majeſty, and in- 
gratiate himſelf with the very Succeſſor, 
whom he had given, but too plain indi- 
cations to, that he had no great Affecti- 
tte on, for, during the Life of the late King. 
Of which the:Poet took notice in the 


5 Golden Age, which was publiſh'd ſoon 
10) after in theſe Words; 
- Diſembling Sateſmen ſhall before thee ſtand, 


dnd H— be firſt will hiſs thy hand. 


Though he had only his Journey 
for his Pains, beſides what was men- 
tion'd in the foregoing Couplet, and 
return'd home with the Mortification 
pf heating her Majeſty declare in Coun- 
cil, Her ſted faſt Purpoſes of adbering to 
the DoFrine of the Church of England, 
end giving Her Royal Countenance to ſuch 
4s ſhould be moſt Exemplary in the Profeſ- 


fron of the Faith Eſtabliſb d. 
rel Rea, m. 
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The firſt Step this excellent Princeſs ir 
made, was in imitation of Her Pre. d 
deceſſor of Glorious Memory, Quern & 
Elizabeth, to chuſe a Wiſe and an abe 
Council, them whoſe Largeneſs of MC 
Fortune, and Capaciouſneſs of Under. Nd 
ſtanding ſhould be of ſtrength enough A 
to baffle the Deſigns, and diſappoint Nie 
the Intrigues of her Enemies, both M/s 
Foreign and Domeftick, after havin Hi 
made a Declaration in their Preſence, Mw 
againſt baving e Bought and Sold, le. Nie. 
longing to Her Houſe-hold. th 
A Practice that Fee Gentlemen be- Nea 

longing to the Court, during the late Mric 
Reign, "ſtood in need of, but was a. 
together unneceſſary in this, where 
there were no jejune, and hungry 
Appetites admitted. If Matters hat 
ſince been carry d directly oppoſite to 
her Royal Injunctions, her Majeſty has 
been kept —_— as to the Proceed- 
ings, and if any thing has fall'n out 
diſagreeable to her Will and Pleaſure, NI. 
it cannot be imputed to her Admin MW. 
tration. 

Semper Eadem, was the Motto ſhe pe 
made choice of, to ſhew She was fixd Wir; 
and jmmoveabie as to her Opinion in 
Religious Matters, and would continue 


= .4 ts 
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in the ſame Profeſſion ſhe put in Pra- 
ice, when a Subject, now ſhe was a 
Soverergn. 

To give undeniable Proofs of her 
Conſtancy, the Earl of Rocheſter, who 
through the miſrepreſentations of the 
Adverſe Party had been laid aſide, and 
remov'd from his Lieutenancy of Ire- 
land, was confirm'd in that Poſt; his 
Fidelity and Loyalty having been too 
well known to her Majeſty, to be neg- 
ited at a time of Emergency, when 
the ſafety of her Majeſty's Dominions, 
calld upon Gentlemen of his Expe- 
ience, to fit at the Helm. 

His very Character was a damp to 
bis Enemies Spirits, and we need to 
look no farther for it, than in Faction 
aiſlay el, A Poem that came as near to 
as any thing in Expreſſion can, to 
liſcribe what is beyond it. The De- 
ſer iption runs thus: 


lle never knee to proſtitute the State, 

Never by being Guilty to be Great ; 

Nor yet when publick Storms come rowlin? ox, 
Did He, or Danger, or His Duty ſhun. 


Rome's /ubtle Pricfls with Sophiftry E 


With Wealth and Honour ia the ballance 
ops (y d. 


To 
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To ſhock bis Faith, but nothing couldcontroul 
We firm Reſotves of bis unbayſ*d Soul, 
True to his Conſcience, as the Needle 1 
| | (7 be Pole, 
Ally'd in Blood and Friendſhip to the Thray 
He nobly makes his Country's Cauſe his own, 
. Whilſt others keep their intereſt ſtill in Vie 
And meaner Spirits, meaner ends perſue. y 
So the fix'd Stars harmoniouſiy comply " 
Wirh the firſt publick Motion of the Sy. 
Whilft wandring Planets Oppoſitely move 
Mithin the narrow Orbs of Private Love, 


: m 

The Great Seal was continued in tt 
Hands of Sir Nathan W right, A Gent| lle 
man whoſe Education in the Church 
and whole Spotleſs Integrity in mana li 
ing that high Truſt, had caus'd - hin H 
many Enemies of a different Perſwaſai d 
and who was then treading upon Slip” 
pery Ground, through the means Mie 
tome disbanded Courtiers who had inf be 
tereſt behind the Curtain, notwith4c 
ſtanding, an Addreſs of Parliament fc lin 
em to be remov d from the late King - 


Preſence and Council for ever. 

The Lord Godolphin had the Office d 
Lord high Treaſurer Conferr d upd! 
him, as a perſon of an untainted Re 
putation, and one whoſe Experience ll 
every Branch of the Revenue, was # 
: 1 1 Emined 


Eminent as his Fidelity, which no one 
durſt charge with ſo much as Leaning 
towards a Change. The Earl of Marlbo- 


Jake upon him the Command of Her 
. N Majeſty's and the Confederate Armies, 

33 Captain General, having diſus d 
„ himſelf from Conqueſts ſome Years, 
on account of a Diſguſt that had no 
manner of Foundation, and through 
the Envy of Evil Tongues that always 
traduce thoſe Excelicncies they carinot 
attain to, had no other Reward for 
his Services in the Wars of Ireland and 
Handert, for his carly venturing his 
dl in defence of the Proteſtant Religi- 
ov, than to be depriv'd of his Offices 
and Commands, and reuder'd uncapa- 
ble of any farther Eclipſing the boaſted 
Acquiſitions of Foreign Generals. With 
him was admitted into Her Majeſty's 
MM Privy-Council as Comptroller of Her 
Houſhold, Sir Edward Seymour, as diſtin- 
guiſned by the Steddineſs of bis Temper, 
$ be was by his great Endowments 
ot Mind, and who, thou gh he had re- 
ated all Offers that had been made 
while a Motley Miniſtry was in Being, 
lupported himſelf under the — 
RE TTEDE LE 
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th (now Duke) was call'd from his 
Retirement from 'Publick Buſineſs, to 


* 
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table Preſſures of Old Age, a crazy u 
Conſtitutior ot Body, and the Inficmi. 
ties that bear it Company, to ſerve the 
Queen and Kingdom in the Cris 
of the Nations Affairs, with hi, 

- Counſels and Advice. I had very nea [ 
omitted the Marqueſs of Normarby (nov , 
Duke) Lord Privy-Seal, and the [nM 
defatigable and Watchful Earl df 
Nottingham, then Principal Secretary I p 
of State, but though they are intro: Ny, 
due d as the laſt thro my Inadvertency, . 
and want of Memory, they come uy 
to the firſt in my Eſteem, and will beg. 
{ſo in that of all Good Men, whether 
in Places of Truſt, or not, whether in 
Favour, or in Diſgrace. There invio- 
lable Affection for her Majeſty s Perſon Hof 
and Government; their Endeavours to 
ſupprels all Seditious Principles; theit I n 
unintereſted Deſire of bringing pom Hen 
miſ· led Creatures within the Pale ob 
the Church. might be an Example to an 
{ome of the chief Paſtors of it, whoa MW chi 
for Indulging ſuch as Deviate from tlc th. 

2 | National Communion, and excite em in Nn 

their ſeveral Stations to make uſe of the 7. 
perſwaſive Rhetorick they are Maſtery, 

Of, not in defence of Separatiſts, but» ¶ Lit 

gainſt em, in order to reclaim em, and bo 
B ing, 
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bring em to their due obedience. I 
ſpeak not this by way of Flattery, for 
the Frowns and Smiles of Great Men are 
equal to me in my preſent Circum- 
ſtances 5 nor when F was Townger than 
Ian, and eonverſant in Employwents 
about the Court, did 1 ever deſcend ſo 
very Low, as to attend at any Noble- 
man's Levee, whoſe Ears were open to 
Paraſitical Diſcourſes; but where the 
Virtues of the Noble and well-deſcend- 
ed may be of uſe to provoke the V ici- 
ous to turn Proſelytes to em, there 1 
ſhould be unpardonable in the omiſſi- 
on, ſhould I agree with the Diſpoſi- 
tions of the Patriots they belong to, 
and conceal em from the Knowledge 
of the Publick. | 

The Choice of theſe Great Men 
made their Antagoniſts look about 


em, and Clubs were appointed, Ca- 


bals form d, Intrigues ſet on Foot, 
and Conſultations held how to weather 
this Storm that ſeemd to threaten 
them from this New Promotion. Ar 
aſt, it was concluded that the old 
Trade of Bullying ſhould be taken in 
Hand again, and their Papers call'd 
Libels were Diſcharg'd to to rattle a- 
dout our Ears once more. ſ 
4 | — 
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» The Pack of deep-mouth'd Hawker 

they kept to run down the Church with, 

were to be up to their Knees in Dirt 

again for their Service, and poor Vi. 

gil had his Sicilides Muſe ſo mangled 

and inverted for their uſe, that had 

he been in the State of the Living 

to have ſeen it, he would have rc 
tepented of ever Writing it. 

This was their Flag of Defiance, 

6 wherein they gave broad Inmendo's i 

© gainſt the Perſons employ'd in the 

| A + Queen's Service, that had no Inclinz- 

tion for their Sentiments, caſt an O- 

dium upon her Majeſty, ſet a Mark up- 

on ſuch Members of both Houſes a 

were not in their Intereſt, and int-Wx 

mated as much as if the Church; f 

Party's Deſign was to bring in the P. 7 

of Wales. But the noife of this be- Nie, 

ing ſoon blown over, and the Impte- Nut 

ſion it made upon the People laſting ud 

but a while, their Heads were ane 

work to find out ſomething more du- } 

rable, and that would awaken the re-M T| 

membrance of its miſchievous Exhot- pr. 

tations from time to time. A Wee 

ly Paper was agreed to be Written; 

ftyl'd, The Obſervator z but whom t! 

pitch upon for the Author remain! 

| | uo 


ndecided for a conſiderable while. 
he Laureat Squire Tate, was too Time- 
ous, Baſhtul and Slow, to make any 
and of it; and Mr. Row had ſo ex- 
auſted his Spirits in writing Tamer- 
in for em, nothing could be expect- 
| from him more than once a T welve- 
nonth. Mr. Congreve was reſerv'd 
o make a Paſtoral Elegy upon the 
*, Warty in caſe their Project ſhould 
* ie, and P.ſtora was to be the Name 
the Deceas d. Mr. Dennis's Lungs had 
een defective ever ſince his Tre- 
endous Poem upon the taking of Na- 


— T_T 
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b., and 'twas impoſſible Mr. Dur- 
could ger out Scandal enough to 
i ufice em twice a Week, by reaſon 
( 5 


H his STUTTERING. 3 
i Theſe Conſiderations made em ſeek 
be. Ne where ; at laſt a Fellow was found 


dence enough to. carry on their 
ndertaking, and Ignorance enough 


da- ho be led by the Noſe by them. 
1 This Frontispiece of Sedition had been 
are Practitioner of Treafon in Monmonth's 


kebellion, for which he was Try'd,and 
ten gentenc'd to be whippd through the 
arket-Towns of Dorſetſhire, or Somer- 


0 beth. 
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rel hut at a Derby-Alehonſe, who had Im- 


-ftire, (1 don't know which) if not 


2 ſpar d. 
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miſe, That if he ſhould ſtand in ne 
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both. Whereupon he Petition'd Hi 
late Majeſty, K. James the II. to be 
Hang d, at which the King not only; 
remitted him all Corporal Puniſh: 
ment, but out of his Innate Good. 
neſs, gave him a full Pardon for al 
Offences committed againſt the Crom g 
to that time. | W 

To ſhew his Gratitude, he was nd 


ſooner ſet at Liberty, but he ga: n 
his Tongue, and his Pen th: Look 5 
and recompenc'd His Majeſty with th; 
moſt bitter Invectives, and not cou ni 
tent with his being under Baniſhmen + 
and in a State of Exile from his on 
Kingdoms, nor ſatisfied with the wo, 
of Misfortunes, that he was ſup pom 
ed at the Expence of a Foreign PollM4.; 


tentate, he purſued him in his Perlo 
and Family, reproach'd him and th 


Queen now Reigning, in the Memo 
of the Royal Martyr , and traduc 
even his very Aſhes, which the ve, 
worſt of Heathens would have tall, r0þ 
fo much Regard to, as to bY; 
| 0 
' Here was a Man to their Turn uf 92 
on all Occaſions, and he was ent! T 
into Pay accordingly, with this Fun: 
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of Supplies, or Auxiliary Sentences; 
they ſhould be convey d to him, for 
the Party were neither in want of Ci- 
vil or Common Lawyers, Divines; 
and Caſuiſts to carry on their Facti- 
ous Undertakings. About the very 
ſame time that Her Majeſty declar d 


Secretary, or rather Scavenger of all 
all the Party's Scandal, weilded the 
Shovel of Mutiny and Sedition, to give 
notice that he would be at open En- 
wity with Loyalty and Religion. 

The deceas'd King's Encomium was 
what he was enjoynd to dwell upon, 
at firſt, in order to raiſe Dilcontents 
among the People, and bring em to 
deſpair of Succeſs under their New 
"WI Covernours. King William had done 
and ſo, and had formd ſuch and 
ch Expeditions, and had laid Schemes 
that would have proud Iafallible, "but 
non his Demiſe ; When nom jor want of 


Wife. | 
This was the Burthen of his Song; 
which having no Impreſſion, or very 


0 


War againſt Frauce and Spain, their 


oper Inſtruments to put his well c 
terte Meaſures in Execution, his De- 
bens would prove abortive, and of nd 


ttle upon the People, he was forc'd 
= x 
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to have Recourſe to his Conntry-man 
Roger (for his firſt Papers were not writ 
by way of Dialogue) to bring in his 
Oaken Towel to his Aſſiſtancc. They 


talk d notable things together for ſom ! 
time, till the Clown had benefited ſo M t 
much by his Maſter's Converſation o- t. 
ver his October, that he grew al C 
perfect Stateſman , and could talif a 
Latin to a mighry Degree. Wha L 
neither they nor their Party being tl 
able to get the D. of Sch- nor ir 
the E. of G——- into the Earl of h. 
 Marlborough's Poſt, nor the E. of O- ta 
into Sir George Rook's, the Campaign Se 
was begun in Flanders, where the fi on 
acquir'd Immortal Honour by finiſnigq toy 
it very Gloriouſly, and the laſt fa ou 
Sail for Cadiz, to put one of King Hi eve 
hiem's Schemes in Practice, and retu' 1 
Home ſucceſsful for accomplithing o i 
of his own, For the Spaniſh Delceniif by; 
had been render'd Impracticable, thn tbo, 
the Preparations of the Enemy, WIN wes 
had receiv'd Intimation of their de bir 
fign'd Attempt as ſoon as it was CoM Ril 
certed, there being ſome detect or ON tec 
ther in that Prince's Councils tall it v 
was an Impediment to all his Glen cers 
ons Undertalinge, and tho Town. 


Cad 
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Cadiz, was too well Garriſon'd and 
Fortified, to be taken by Force of 
Arms. 

Yet though King Wiliiam and 
his Miniſtry had form'd this Expedi- 
tion, though both the General, and 
the Admiral kept np to their Seal'd 

WM Orders, which had been Projected, 
and drawn up before His Majeſty's 
1M Deceaſe, even to the Minuteſt Article; 
"WM the Faction would have it, becauſe 
it was unprofperous, that the Scheme 
had been altet'd, that Refolutions were 
taken contrary to the Late King's 
Sentiments, and laid All the Blame up- 
on the New Miniſtry. Mr: O/ſerva- 
tor, and his Companlon Roger gave 
out in their next Paper, that we {ſhould 
every Day find the want 4 King William 
more and more. That Sir George Rook 
might hate laid the Town in Aſhes, and 
burn'd the Ships in the Puntal if he had 
tbought fit, only the ſmell of G:infowder 
wes what he hal an Antipathy for from 
bis very Cradle; with abundance of ſuch 
Ribaldry, when, if there was any De- 
tet, (as it is but too plain there was) 
It was altogether owing to the Offi- 
cers- of Land, who by giving their 
. OF doldiers too great a Liberty, even to 
, H 2 ths 
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the Prophanation of Conſecrated Ph- 
ces, Sacriledge, &c. raisd ſuch an A. 
verſion againſt em in the Spaniards, 
that thole who would other wiſe have 

- joind em became their utter Ene- 
mies. | 
However, Sir George Rook was 2 
High-Churchman, which is worſe than 
a Papiſt among the Saints of their 
Crew, and he muſt be in the Fault 
Right or Wrong ; 'twas none of Kin 
William's Project, becauſe it did n 
anſwer the Purpoſes it was contriv'd for 
and 'twas given about in every Coftee- 
Houſe, and Place of Reſort, that thi 
Mis fortune was a plain Demozſtratim 
that all the remaining part of the preſent 
Queen Reign would be of a piece with 
#his, while ſhe retain'd ſuch and jul 
Perſons in the Miniſtry, and in the Con tb 
mand of the Navy Royal. But when th 
the News arrivd of the Gloriowf tk 
Succeſs at Vigo , and of the Burning He 
the French Squadron of Men of War to 
and the oOpariſh Galeons, then ali 
the Honour of the Day was give 
to the Land-Forces, on purpoſe tc 
keep the Commander of the Royal 
Navy from having any Share in it. 


F 
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The Report ran among us by their 
means, that Sir George Rook would 
have Stcer'd his Courſe directiy Home, 
that he inſiſted upon the Foulneſs 
of the Queens Shipping , that he 
made uſe of all Evaſions to de- 
cine coming to Action, but the Duke 
over-ral'd him by upbraiding him with 
Cowardiſe, and negle& of the Nati- 


on's Service, and by the very force 


of his Invectives (which I never heard 
His Grace was Famous for) drew him 
into an Engagement, which had ſuch 
an Effect upon the Party's Temper, 
that it alter d the Cry, and made that 
which was Sueen Ann's Project before, 
now loſe its Appellation, and be cal» 
led King William's again. 


This had its intended Influence a- 
mong their Creatures the Mob, and 


the Sons of Dirt and Ignorance had 
their Inſtructions from the chiet Mu- 


tineers, to take very little notice of 
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Her Majeſty in Her Pious Cavalcade 


to St. Paul's to render Thanks to Al- 
mighty God, who is the Givet of all 
Victories, for the Bleſſings had been 
ſent down that Campaign upon Her 
Armies and Navies, but to rattle out 
tkeir Acclamations of Joy when the 


H 3 


Duke 
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Duke of Ormond ſhould paſs by em. 
As for Sir George Rook, who gave his 
Attendance on that Days Solemnity 
with the Nobility and Gentry, that 
Man was no longer to bear the Name 
ot a true Proteſtant that pay d any 
Reſpca' to him; twould be a direct 
Acknowledgment of his Merit, and 
„ would prevent his being laid aſide, 
| which they hop'd to accompliſh by I *| 
| 


nay Ge cm mh -m» we, mh Do 


the ſiniſter Ends they had been always 
very dextrous at. Which, in my_Opt- 
nion, did not ſavour of the moſt re- ll 2? 
fin d Policy ſome of their Leaders have 
the Reputation of being Poſleſs'd of. 
For, in the firſt place, if they intend- 
ed any Good-will (as I am apt to be- 
liere they did) to the Duke of (11207, 
their Applauſe was very ill tim'd in 
Her Majeſty s Preſence, becauſe it has 
been the known Practice of the wi— 
leſt Courts, when a Subject grew too 
Popitiar, to do what in them lay to 
depreſs him in his ſuperb Character, 
and have ſuch a Miſtruſt of his grow- 
ing Greatneſs, as to take Care, by 
keeping him from all Places of Dig- 
nity, that he might not make uſe of 
the Power he had over the Minds of 
The People iq the Covernment's dit- 
advantage. | And 
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And in the ſecond . place, if they 
would have deſerv'd the Name of ac- 
curate Stateſmen , they ſhould have 
diſguis'd their Sentiments in Relation 
to Sir George Rook, and prais d him to 
chooſe, that they might haye the 
more eaſily diſplacd him ; for the 
Queen was not unacquainted with their 
Diſpofition, which ſhew'd it (elf too 
apparent not to be taken Notice of. 

However ſhe was ſenſible, though - 
they pretended to be ſure of the 
Duke, that he was altogether in her 
Service, and vpon the Reſignation of 
the Lientenancy of Ireland by the 
Earl of Rocheſter, made a Preſent of 
that high Truſt and Dignity to His 
Grace, who could never get any thing 
lie it, for his long Services to King 
; Milliam, the Conſumption of his For- 
tunes and Eſtate for the Good of theſe 
Kingdoms, and the loſs of his Noble 
Blood in defence of a Prince that gave 
him little or no Recompence for run- 
** the riſque of his Life for his 

©. 
: It gave Occaſion of Grief to the 
£ I Church, and that very Juſtly, to ſee 
her chiefeſt Defender, next Her Majeſty, 
(che Biſhops themſelves not excepted) 
j | H 4 with 
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withdraw himſeif from Court, and made 
Her Members more than ordinarily ſo- 
lic itous about the Reaſons of i, but it 
being above my Sphere to enquire 
into it, eſpecially to make that Enqui- 
ry publick, my Deſign being to write 
nothing that ſhall give Offence to a- 
ny Branch of the Miniſtry while I en- 
joy the Benign Influence of the beſt 
of Governments, I ſhall drop all man- 
ner of Conjectures about it. 

It's enough that he has left the 
publick Bufineſs without any private 
Gain, that it is not in the power o 
Satan, nor his Helliſh Tribe, to fix any 
thing that was Fraudulent, Diſhoneſt 


or Treacherous upon him, and that 


he has left none Superiour to him in hi 
Fervent Wiſnes for the Proſperity ot 
this Realm in its Eccleſiaſtical and Ci. 
vil Eſtabliſnment, and very few Cif any) 
that are his Equals. 

Nor- can any one Charge him with 
any unwholeſome Advice he ever gave 
the Queen that turn'd to Her Majeſty's 
or her Kingdom's Detriment, which 5 
a Character I could wiſh all profeſs 
States men could arrive at, that they 


might bring about in theſe our Days the | 
things that belong unto our Peace, and are 


at preſent hidden from our Eyes, On 


On the contrary , the Whigs Tri- 
umph'd over this great Officer, who 
ſeemd to Pave them a way for their 
rccovering their Eſteem at Court, tho 
without any Grounds for ſo doing, and 
the Chiefs of the Party who were 
onſulted as Oracles by the reſt, ſpread 
broad that they were the ſole Con- 
rivers, and at the bottom of this 
Nobleman's Diſgrace. They had: no- 
hing to do now but to piek holes 
1 the Earl of Nottingbam 's Character, 
at he carried himſelf ſo Evenly, 
ind was Maſter of that Prudential 
thaviour as baffled their Attempts, 
nd render'd their enſnaring demeanour 
ff no Effect. When finding themſeſves 
3 Wither incapable of raifing Diſturbances 
ot Wn the Kingdom of Ergland, or wil- 
ing to tread in the very ſame Steps 
') Which their Rebellious Anceſtors mark- 

d out for them in the Year 1641; 
in ey felt the Pulſe of their Brethren 
2 Heotland, in order to know how 
hey were diſposd, and whether it 
at towards an Alarm. The Brethren” 
or their Part, were never unprovi- 
ey Jed for Miſchievous Deſigns, and al- 
tbe Pays prepar'd to catch hold of any 
0 pportunit / that Squinted towards a 
dil TO. Change, 
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Change. For the Kirk had in the 


Days of King Milliam Proſeſs'd then, 


ſelves Fiſth-Monarch- Men, and wen 
tor none but King Jeſus, as may be 
jen in the following Prayer, which 
was made uſe of by one that was: 
great Man among em, and a Head of 
a Cellege, before his Sermon. 


God, Thou haſt bidden ns Pry 
| for Kings, and very Faſou 
(troubleſome )Company, Lord. Either mal 
1h Good, or elſe make us quit of then 
Company. They ſay, that this New Kin 
Thou haſt ſent us takes the Sacrament 
Kneeling, and from the Hands of a Bi 
Hog. Oh thats Black ! that's fall 
Work! Lord deliver him from Papa, 
and Prelacy, from a DUTCH Corſa. 
ence, and from the Heartedneſs of th 
Stuarts; Amal tet as neder be tryſtes 
(Encounter'd) again with the Bag and 
Baggage of the Funily, the black Band 

of Bh to trouble, and Lord it on 
Thy Church and Heritage + Good Lord 
fend back our Old King of poor Scot 
land; Reſtore Him to his Throne and 
 Digmiy, to kis abſolute Power and Si 
. premracy, from which he has been ſo long 
age jo juſtly Baniſh'd + Lora, you ben 
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1 King I mean, I do not mean 
Win: James, nay forſooth, I do not mean 
, I mean Lord, you ken weel enough 
ut I mean, I mean, ſweet King Jeſus, 
it's been long kept out of his own 
nauted Kingdom, by the Biſhops, and 
leſs Act of Supremacy. Lord, I 
ve more Tales to tell you, but I muſt 
fer em all till You and I be at more 
iſure, and I will not end without thai 
* that they now call 


[ | re, 


Wherefore fince they were of this 
Vo Sinion in His Late Majeſty's Days 
B. obtleſs they would not recede from 
in this Queen's. She was a 
own Lover of Epiſcopacy; a zea- 
vs Aſſertor of the Eſtabliſh'd Form 
Worſhip, a Glorious Defender of 
faith, and upon this Account, 
rough the Encouragement of their 
pre pondents in this Kingdom as 
ll the Diſguſt they had taken a- N 
ut Trade (which truly was a hard- 
Ip upon em, but not to be imputed 
this, but a Late Reign) ſeven Hun- 
d Men well appointed and Arm'd, 
pear'd at Noon-day in a Mutinous 
wee, and fix'd up Declarations in 

5 Royal 
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Royal Borroughs, even in the Faq 
of the Sun, and the Magiſtracy , t 
nouncing Ann Princels of Denny 
in words at Length, from being tha 
Queen becaufe ſhe had promis'd t 
maintain Epiſcopacy in Exgland; whid 
having been once a Cobenanted Py 
pie, they declar d themſelves oblig{ 
by their Covenant to bring them to fl 
Again. 

This Declaration, with the Core 
nant renew'd by both their Pra 
cial Synods in this Reign have be 
Printed here.z and this Covenant: 
firſt but Voluntary, like their firſt & 
lemn League, is now as that was made 
Compulſory, and forcd upon thei 
Miniſters on = of Deprivation 
But our Good + Friends fail'd d 
their Aim here, their Caledonian Br: 
thren contented themſelves with m 
king a ſtir, by giving em to unde 
Rand they knew the Watch Word, at 
did no more for this time than toreWot. 
turn again to their reſpective Homes 

Though this was the higheſt 4A 
of Preſumption could have been doi 
by a People, and gives us reaſon Mof 
ſuſpect that there were ſome fals 
Lobus in certain Places of Authority was 

3p 1 
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, i the Kingdom who difappointed ter 
nua jeſty's Expectation of Loyalty from 
them ; or thofe that fate at the Helm of 
overnment would have made Enqui- 
ics after the Authors of this Trea- 
onable Tumult, not huſh'd up the 
Matter as if they were Abbettors of it. 
king diſappointed of Sectland, ba- 
auſe things were not ripe enough 
or their Purpoſe, and they lay in wait 
or ſome more plauſible Occaſions , 
from the Heats between the two com- 
tending, Parties in the Scotch Parliament, 
(which were riſen to ſuch a Ferment 
about the Succeſſion, as gave em great 
hopes of Inteſtine Diviſions) they lait 
bold of an Opportunity that was 0i- 
krd em here in England, of raihog 
Diſcontents among their Fellow-Labou- 
ers 1n-Sedition. The Scandalons Pra- 
ice of the Party's Conforming to the 
Rites and Ceremonies of the Chyrch 
of England pro Tempore for an Ofiice, 
had been juſtly taken notice of by 
tne People's Repreſentatives in Par- 
lament, and to preveut, the growts: 
of Hypocriſie, and even forward their 
dalvation againſt their own Fil:s, a Bill. 
vas brought into the Houle of Com. 
mous to prevent all Ocraparal Con ſor- 
, 
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»ity, which ſet em a Bellowing to (uh 
a Degree, that every thing ſeem 
the laſt Confuſion among 'em. 
The Mercinary Scribblers were ag 
call'd together to receive freſh Init 
dions, and Orders were given to | 
Recourſe to their Dernier Reſort, x 
and cry out Red hot Popery and Sl, 
ry, and Burning Perſecution; the SignMincr 
was hoiſted, and the Obſervator thre 
ned the Parliament in Print with | 
Countryman's Marſton- Moor Sword, u 
Edgehill Maſquet, and aſſerted t 
Rights of the People's taking Arms! 
gainſt the Government upon Inno 
tions in matters of Religion, Opprel 
ons, Oc. Tho' how this Bill could f 
under the Name of Innovation or 0 
preſton, is beyond my reach |! 
diſcoveries of this Nature, ſince it vt 
built upon ſuch a Foundation t 
would in no wiſe ſet afide the [Inter 
of the Toleration-Act, but ratit 
ſtrengthen their ſeveral ſeparate Cot 
regations, For, it was not to 
oubted - but Men who pretended t: 
do every thing for Conſcience, woll 
not violate their Conſcience ſo fat! 
to ſubmit to the Terms contain d i 
the ſaid Bill, but would rather renoune 
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uf)! their pretences to Offices and places 
nd Wer Truſt, all their Cabals and Intrigues 
oget their Wives and themſelves the 
ppermoſt Pews in the Church during 
heir continuance in their reſpective 
Poſts, but would acquieſce under the 
iſpenſations of the Government, 
from which they deſir d no more in for- 
mer Reigns than to ſerve God after their 
own way. I hey were Rich enough to 
relt contented out of publick Employ- 
ments, having been poſſeſsd of ein 
during the whole Reign of King Nil- 
lam, and it was but equitablethe Church 
hould come in for a ſhare, eſpecially 
when She had a Right to all by ſe- 
feral Acts of Parliament that have ne- 
ver been Re peal d. | 

But though they had almoſt Engroſs d 
the whole Wealth of the Nation, their 
Appetites were craving for more, and 
t was not in their Nature to leave off 
the purſutt of the Mammon of Un- 
nehteoufneſs till they had got aff 
the current Coin of the Land into 
their poffeſſion, which would of courſe 
inveſt em with the Supream Power. 

All Hands and Heads were at work 
for this purpoſe, and though. this Bill 
Was of ſuch uſeful and equitable Con- , 
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quences as to paſs the Houſe of Con 
mons, it did not want for Impedinieny 
to make it (tick in another place. 

Two very Exemplary Gent!emy 
for Life and Converſation, ſtood up u 
oppoſe it its progreſs, and by the mea 
of two very Learned Speeches, the on 


to prove Occaſional Conformity to þ 


a very Laudable practice from his oy 
Method of Compliance with the Eſt 
bliſh'd Churches of Rome, Switzerlani 
and Geneva ; the other to make appea 
from what has been, may be, that in 

oſing upon People's Conſciences might 
be of the worſt Conſequence. When 
it might have been reply d to the. fil 


that it ought to be ſo much the mor 


avoided becauſe one of his Complai 


on had made uſe of it; and to th: 
laſt, that he that has been found Guil 
ty of Indirect practices when a Knight 


is not beyond a poſſibility of concerting 


finiſter Meaſures when a L , neithe 


is it to beſuppos d that any Perſon, te 


has Indirectiy gotten himſelf poſſeſ 
of a Nephew's Eſtate while he was hu 
Guardian, to be enabled to fit in thi 
H-— of C — is ſo very much 
Eſtabliſh'd in Falſhood to his Truſt, that 


he may not make ſome Additions to i 
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in his Management in the H 
of P—. But there are that have 
other Sentiments of this very wor- 
thy Gentleman's Behaviour, and con- 
dude with Senera, who ſays, Proſpe- 
rum G- felix ſcelus virtus Vocatur, That 
a Man cannot be call'd Wicked, who 
has gain'd his Ends in being ſo. 
Wherefore to leave a Subject that 
cannot but be afflicting, when we conſi-ier 
that thoſe who were intruſtegd h 
the Government of the Church, act- 
ed Diametrically oppoſite to its Inte- 
reſt, when the Cauſe of God and the Re- 
ligion they pretended to Profeſs, cal- 
Jed for their Aſſiſtance ; it may not 
be amiſs to Comment upon the Par- 
tys way of Behaviour when the Par- 
lament was riſen, and our Fleets and 
Armies were in Queſt of Action. 
The Duke of Marlborough did all 
that the Ableſt General , and of 
the moſt Conſummate Experience 
could do, in order to draw the Enemy t 
a Battle; but was hinder'd by their © 
ſculking behind their Lines, and inac- 
coſſible Entrenchments from accom- 
pliſning his Deſires. Which made him > 
after forcing the Chapter of Cology, * ö; 
who had entred into a ſtrict Neutraz | 
5 2 lity, 
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lity to recede from their Engagements 
with the French King, fit down before 
Box, which he took, though a Place 
of very great Strength, without the 


French Troops daring fo much as to 
attempt to relieve it; Huy and Lin- 


burgh, two Places of great Conſequence, 
likewiſe fell into their Hands, and he 
never fail'd of Succeſs whatſoever For- 
treſs he raiſed his Batteries againſt, which 
extended his Winter-Quarters ſo ad- 


vantagiouſly for the common Inte- 


teſt, that a conſiderable Army might 


be Drawn together to prevent 


any Inſults from the Enemy's in twet- 
ty four Hours time” It muſt be 
confeſs'd, indeed, that the Frencb and 
Bavarians reap d great Advantages u 
on the Rhine and Danube, that t 


Battle of Spireback, which was followd 


by the Surrender of Landas to the 
Mareſhal de Tallard, and old Briſack 
to the Duke of Burgundy were of the 
— Importance, that the Face of 
Affairs was chang'd in [taly ever ſince 
the abfence of Prince Eugene of Say 
from thoſe Parts, and the Duke of 
Savoy was forc'd to be upon the de- 
fenſive; that Mareſchal Boufflers had 


been too hard for the Sieur Opdam at 
Ee le- 


| 
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Eckeren in Flanders, but none of theſe | 
Diſaſters were to be imputed to any 
want of Diligence in the Duke of 
Marlborough. 

This the Faction knew very well, 
but when Occaſion requires, they make 
ho ſcruple of knowing no ſuch thing. 
Their Secretary, Mr. Obſervator , re- 
celv'd his Orders, and ſecret Service 
Money, to decry the whole Meaſures 
of the Campaign, to turn into Ridi- 
cule the Progreſs had been made by 
Her Majeſty's Arms, to point out the 
Duke of Marlboroxgh in particular, to 
let forth the great Perquiſites of his 
Othce of Captain General, to make a 
Jeſt of the Medal had been ſtruck for 
him, which had his Effigies on one 
ide of it with fre Clade ViFor, which 
was inſcrib'd on it to ſhew his Mer- 
ciful and Compaſſionate Demeanour 
to the Inhabitants of the Conquer d 
Towns that were on the Reverſe of 
It; nay, to make appear that he whol- 
ly.took his Leave of all Modeſty as 
an unneceſſary Qualification for a Man 
in his Poſt ; he gave it out in Pub- 
lick Print, That if the Queen would in- 
truſt him with the Command of her Ar- 
y, he deſtred but One Tho::ſand Ponnds for 
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his Equipage and Salary, and he would 
bring the French to « Battle on For- 
feitute of his Life. When had her Ma- 
jeſty gave Orders he ſhould have been 
made one of the Provoſt's Men, ſhe 
had rais'd him to the very height of 
his Abilities z for his Countenance 
ſnews him to be much more fit to 
handle a Halter than a Battoon of 
Command. But the Party, and their 
Seeretary were both equally diſappoint- 
ed; he Writ to be taken notice of, 
publickly gave out in his Weekly Pa. 
pers that the Queen ought to be calld 
to be call'd to an Account for allow: 
ing the Dutcheſs of Jyrconnel to come 
over to the place of her Nativity, and 
live quietly under the Government ; 
ſtruck at her Title, and the very Et 
{ence of her Royalty, in making Her 
Co- ordinate with Her Subjects, and de- 
elaring Her, contrary to ſeveral Ads of 
Parliament, which ſay the King and 
the Three Eftates; (as in particular, 
that for the Form of Prayer on the 
Fifth of November,) one of the Three 
Eſtates in the Kingdom; Impeach" 
Her Royal Conſort, and his Counct 
of Miſ-managements in the Concerrs 
of the Navy, inveigh'd againſt Hep 

Miniſtry, 
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Miniſtry, all Her Admirals and Gene- 
rals by Sea and Land, and every Supe- 
riour as well as fubordinate Officer of 
Truſt that was not of the Calveniſti- 
cal Perſwaſion. Even Her Majeſty's 
Speeches were taken to pieces, and 
whenſoever he could light upon Peace 
and Union, which had ever been re- 
commended from the Throne to for- 
ward the Diſpatch of Buſineſs, this 
Wretch of a Commentator would fo 
perplex the Text with his Marginal 
Notes that it loſt its Signification, like 
many ſmart and pithy Sentences in Hol- 
land , that Evaporate through the 
means of their Interpreter; and infer 
from thoſe Words, that the Queen 
was altogether on their Side; ſince they 
were of moderate Principles, no Tanti- 
vy-Men (when the very Name has its 
Original from them) nor High-Flyers, 
whom the Exhortation was directed 
to. When the receiv'd Intention of thoſe 
Words was to prevent any Piques and 
Quarrels between the two Houſes of 
Parliament, about the reſpective Rights 
and Priviledges which had more than 
once been a hindrance to the Publick 
Affairs in Her Predeceſſors Reign. 


What 
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What made the Schiſmaticks carry 
their Heads higher than ordinary was 
the Defection of one of the Church- 
Party's chiefeſt Champions, Dr. D—, 
who perſonated his own Tom Double, 
and by relinquiſhing,the ſide of thoſe 
Gentlemen, who by their own Gene. 
roſity to him in his greateſt Neceſſities, 
had he been Maſter of any Gratitude, 
might have entirely devoted him to 
their Service; but a Mercenary Temper 
inclines always to thoſe who bid moſt, 
and never reſpects the Cauſe, but the 


Purchaſe Money. Twelve Hundred 


Pounds per Annum was what he had 
not been us'd to, and it was no ſooner 
ofter'd, but he parted with his Morals 
to catch hold of it, and out came E, 
Jays upon Peace at Home, and War 
Abroad. to give us a Sketch of his Play- 
ing a State Protexs, and with what 
Flexibility he conld bend, like theNee- 
dle to the North Pole, or like the De- 
vination-Rod, make the Place where 


the Money lay, the Center to which he 


Inclin d. What he had urg'd before 
in Defence of Church Principles, and 
unlimited Loyalty, was now circum- 


{crib'd within certain Bounds, and his 


Reſumption of Grants, &c. which the 
Ha es | Whigs 
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Whigs had got Poſſeſſion of, was flung 
alide for a Lecture of Moderation. 

No ſuch thing as Parties ought to 
be enter d into now, he had deſerted 
his for a good Salary, and Peace and 
Union was what, had been earneſtly 
recommended to both Houſes of Par- 
lament, and the whole Nation ought 
to give Ear to that Admonition which 
had been Inculcated into theirRepreſens 
tatives.It was not enough that they had 
brought over a Scribe, who might in 
time, if neceſſity requir'd it, club Seditious 
Sentences with their Truſty and Well- 
beloved Obſervator, their Aim was a- 
gainſt ſome Gentlemen of greater Fi- 
gure yet, and whoſe removal might 
give a Countenance to ſome Lies that 
were forging upon their Anvil of Mo- 
deration, But what they could nof 
bring about by Stratagem, they ſaw 
done to their Hands by the Reſignati- 
on of the Earl of Nottivghaw, and Sir 
Edward Seymonr, who ſurrender d up 
their Places into Her Majeſty's Hrnds. 

We are neither to enquire into t 
cauſe of this turn of State, nor 
to give our Suggeſtions upon it, 
tho probably they did nat leave the 
Courr upon flight Reaſons ; what 1 
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have io do, is to give the Reader matter 
©: Fa@, and leave him to remark up- 


on it. I might indeed Inſinuate as if 


they were diifatisfied with ſome Peo- 
ple's Mauagement, who had made uſe 


of the Royal Ear to their diſadvantage, 


that they ſaw ſome certain Perſons” in 
the World recover the Footing they 
had loſt in ſome Great Men's Opini- 
on, by reaſon of their great Wealth 
and their Abilities to promote the 
Publick Loans, and upon that account 
could not Aſſociate themſelves with 
ſuch as had not. been able to have 
fill'd up the Royal Treaſury in this 
__ „ had they not been capacitated 
to do it by having formerly exhauſted 


it in another. 


Zut L am neither able to Cope with 
fuch as may take offence at ſuch Sur- 
miſes, neither if I were, ſhonld I be 
willing to enter the Liſts with em at this 
critical Juncture. What relates to my 
Purpoſe, is to make known the Effects, 
and leave others to judge what are 
their Cauſes, being well aſſurd that 
thoſe Miniſters of State that have all 
along Voted for the Paſſing the Bill 
againſt Occaſional Conformity into an 
Act, will never depretiate the * 
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ſeem they have gain'd from the Sons 
of the Church for ſo doing, as to act 
under hand to bring it about. 

Heavens be prais d we have Men of 
ſuck Illuſtrious Characters about Her 
Majeſty, that we have nothing to fear 
on that ſide, though we have had the 
fortune of loſing the Preſence of ſome 
of our Chiefeſt Champions at Court, 
and as long as His Royal Highneſs, the 
Duke of Marlborough, the Lord High 
reaſurer, &. give their Votes for the 
hurch, we ſhall no longer repine at 
he Apoſtacy of the greateſt part of 
ur B. For, it's not to be 
ueſtion'd but their Example will in 
ue time be of ſuch an attractive Na- 
ure, as to draw others into a juſt O- 
inion of their Sentiments, and make 
m declare themſelves in favour of 
\ligion, that moſt of thoſe who now 
rale to adhere to, have had the Ho- 
our to be brought up in. 

To return from the Court, to the Camp 
nd Ocean, all things went as hap- 
ily as we could wiſh under our Church 
ommanders; There, the Duke of 
lrlborough had recover'd the decli- 
ng Condition the Emperor and Em- 
re were in, after having made a 

March 
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March that Times to come will ſcara 
give Credit to, and led his Conqu . 
ring Forces from the Maeſe up to thy 
Danube , where he Fought, * wonWlr 
two ſuch Battles that Ages paſt couldWe: 
never exceed, and thoſe that are 1 
come will never equal. And here $ 
George Rook, after having ſufferd th 
molt dreadful Storms that ever wen 
heard of, by th: taking of the ImporWo! 
tant Fortreſs of Gibraltar, got the fil 
Footing in Spain for his Royal Paſſen 
ger His Catholick Majeſty, and after 
wards put to Flight the whole Nau 
Power of France, with Ships altoge ni 
ther unprovided for an Engagement. 
This was a terrible Blow to the poogſWuelt 
Non-Cons, who had much rather h 0 
heard of our Misfortunes by Sea it 
Land, than Victories gaind by theſhe 
two Commanders. But the firſt was { 
uncontravertibly manifeſt, that the) 
= might have as ell denied the Su 
ſhining at Noon-day, as to offer to que 
| | ſtion the Truth of it. Wherefore 'tw 
the Advice of the Godly, that the Dur 

ſhould be adopted for. their Creatur thi 

2 they —_ do no manner of go et 

inſt him under the notion of er 
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The Cry ran againſt him before, hut 
heſe were two ſuch Fighting Stories ay 
made the Obſervator, and his Man Roger 
moſt out of his Wits at the Re- 
jearſal of em. Who but the Duke of 
Marlborough, and his Iron Dxmplins for 
i conſiderable time after, and not a 
per after this by Order of thoſe that 
ct him to Work was to mention any 
tore of his being fire Clade Vidor. 
De Fae, another deep-mouth'd Scan ; 
-monger, employ d by the Party, 
25 to Rhime his Grace into a good 
:Wpinion of their ReſpeRs to him at his 
rival, and the Hymn to Victory came 
ut, to ſhew they never make any 
teſtion to rail againſt a dead Bene- 
or to get into the Good-will of a 
wing Enemy; for their former Treat- 
Went bad given him an Occoſion to be 
King William was no more than 
l- Nokes, or Tom-a-Stiles now, 
e Goddeſs Victoria had been Baniſh'd 
quem theſe Kingdoms during his Glo- 
'rwaWous Reign, and was return d to make 
r Compliments of Congratulation 
W this, and they world be the firlt to 
petuate his Memory with the noble 
rent of WoodiFock, and the Mannor 
Wooten, in hopes the Church- Party 
would 
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would be againſt Donations of th; 


Nature, as they were in the beginning 


of Her Majeſty s Reign ; but they foun 


- themſelves altogether miſtaken, their 


Antagoniſts were as ready to do Juſti 
to true Merit as they were, and clos( 
with 'em Nemine Coutradicente. at thy 
Grit Motion. Addreſſes were coming 
up from all Parts to Congratulate H 


Majeſty upon the concluſion of this 


Glorious Campaign, and ſince the Due 
had ſo won the Affection of the People 
as to make it beyond a Poſſibility o 
drawing it from him, unleſs ſome Ac 
cident ſhould Intervene to damp thei 
Joy for the future, their Emillari 
made what Intereſt they could in al 
Countries, Cities, and Boroughs, thut 
no mention ſhould be made to Her Mi 
zeſty of the Succeſs of Her Fleets : 
Sea, or the Renown'd Commander, vi 
George Rook ; tho notwithſtanding 1 
their Arzifices and Inſinuations to ti 
contrary, the Majority of Addreſſ 
took notice of his Important Serv! 
vices, and gave the Reduction of 6 
braltar the due Applauſe a Conquelts 
ſo general a Concern deſerv'd. I: 
their Olſervator was enjoin'd to leſk 
it as much as poſlible to ridicule fi 
| Engg 
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b Engagement for not being the Sharpeſt 
that ever. was ſeen, to beat down Sir 
George Rook's Character with Admiral 
Ryſſel's (now Ear} of O.) when it was 
this very Numerical Sir George Burn'd/ 
all the Ships at La Hague, which the 
co O ett: of thoſe Time will bear him 
Witneſs, and to ſpeak ſlightly of Gi- 
altar, as a Place of no Strength or 
WM Convenience for the Grand Alliance, 
Wwhen it may be obſerv'd from the 
W Blood and Treaſure it has colt to keep 

it in our Hands; that the Miniſtry are 
of a quite different Opinion, though 
008 he ſets up for ſo Irtefragable a Statesman. 
They were ſatisfied the Duke was ſo 
rivetted in the Good Liking both of 
the Queen and People, that they ought 
to ſtay till ſome more convenient Op- 
portunity offer d it ſelf to Complain a- 
Woainſt bim; but as for the Admiral. 
though he had the Honour of a Graci- 
Wous Reception both from the Queen 
and the Prince, he was not fo Fix'd but 
Contumelies, Reproaches, and Oppro- 
brious Invectives, if they could not 
lake him, might weary him out. And 
they gain'd their End at laſt, for their 
Ingratitude ſhock'd his Temper ſo very 
nuch, that he reſolv'd to leave the De- 
19 fence 
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p fence of ſuch Wretches at Sea to hin 
a that thought fit to undertake it, and 
{o flung up his Place of Commander ii 
Chief of Her Majeſty's Navies, that 
their Favourite, Sir Clowdſiey ShovellWpor 
might try an Experiment upon their 
Good Nature, and make appear at bier 
Return from the Mediterranean, that he, 
had Fought a ſharper Battle with th 
French than the laſt Engagement in the 
Heignth of Malaga. and taken a ſtron 
ger Fortreſs from Spain than the Imprmg · 
nable Gibraltar. Having gain'd this 
Point, they thought of nothing leſ 
than the Removal of all ſuch from Her 
Majeſty's Councils and Preſence as ob- 
ſtructed their Anarchical Scheme of Co- 
verament. Eſpecially after their -an 
ſervator had been Try'd, found Guil-:W' 
ty, and afterwards Acquitted for hit! 
Impudence. By whoſe Means, that 
a Secret; but it was Secundum uſun d: 
Clericorum, to miſtake the Days of the I 
Month, wherefore much good may ira 
do them if they had any thing fot 
their Pains , Mets 
To add to their increaſe of Arro-W 
gance, the Occafional-Conformity Bil. 
bad been kick d out of the H — of f 
p even in the Queen's Preſence, — une 
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ra certain Huge Pillar of the Church 
ud read a long Remonſtrance againſt 
;, and the Party had the Forehead (I 
uppoſe in order to blacken them a- 
ng the Conformiſts) that the B 
M and the Lord H— T— 
ere at the bottom of its being reject- 
d, when it's well known they both; 
id what in them lay to forward it 
M accordingly were both actually pre- 
r, and gave their Votes for the 
Wiſling it. But the Father of Lyes is 
e Promoter of their Party, and it's 
o wonder that they endeavour to 
upport it by Untruths. Their Ap- 
rehenfions leſt the Bill ſhould Pats, 
d they be forcd to be good Chri- 
tans, was no ſooner blown over, but 
Accident happen d among their 
rethren in Scotland, which they did 
hat they could to Improve to their 
vantage. | — 
The Scots had added to their ſe- 
tral other Affronts upon the Engliſh 
ation, ſome Acts of Parliament under 
tence of the Publick Security, to 
m and Diſcipline their ſeveral Shires, 
e. and were grown to ſuch a heighth 
 Preſumption through the Counte- 
ance of ſome of the fame Kidney here 
among 


- — _— ——— —_ * 11 — 


Crew of a Scotch Ship call'd the 4 
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among us, as to ſeize upon one of oui 
Eait-India Ships, call'd the Worceſter 
and Condemn her as Prize, detaininl b 
the Captain and Ship's Crew in Priſon d 
under Pretence of a groundleſs Mu 
ther committed on the Commander an; 


dale. The Owners ot the Exgliſb $hi 
had made Remonſtrance upon Remon 
ſtrance to no effect, both here and i 
Scotland ; when our Parliament . 
pleas'd to take their Inſolence in Hand 
and ſince they had made an 4 of & 
curity, to iconſfider of ſuch Ways ar 
Means as might contribute toward 
their own. 

Accordingly a Bill was brought inf 
the Effectual Security of the Kiugdon 
England, from the Appareut Dangers it 


may ariſe from ſeveral Acts lately Pai B: 
in the Parliament of Scotland. Upoll Di 
which the Obſervator began again I he 
open, making uſe of this Opportun an; 
ty to embroil Affairs as much as poſi #0; 
between both Nations, and bring Mall By 
ters again, if poſſible, into the ol Ho 
Covenant Poſture, as in the Days of ti on 
never to be forgotten Forty One. TY (cy 
Native Strength, and the Poſſe 1 ver 
People was to be Arm d, and the KEH Ar 


BULL| 
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BULLIES and other employ'd in the 
COLLIERY at New-Caſtle, whoſe Num- 
bers were Incredible, ſhould be provi.. 
ded with Weapons of War from Her 
Majeſty's Arſenal in the Tower of Lon- 
don, Gr. When the Number of theſe 
were ſo great, as to amount to For- 
ty Thouſand, and two Thirds of 
them were Scots ; the Rankeſt, moſt 
Inveterate, Cruel and Bitter Presby- 
terians that the whole Kingdom at- 
fords. | <9 
| Here was Forty One again in Lively 
Colours / The Tower of London muſt 
have been Diſarm d, and Her Majeſty 
left Naked to the ſame Clemency as was 
ſheww to Her Martyr d Grand father; 
and the Weapons and Ammunition of 
War put Into the Hands of their Dear 
Brethren at New- Cale, to join their 
Dear Brethren of Scotland , and 
help them to Invade England again, 
and bring the unſpeakable Comforts - that 
flow from the Covenant into our Borders. 
But the Wiſdom of the Honourable 
Houſe of Commons had more than 
once put a Spoak in the Wheel of their 
ſeveral Diſloyal Contrivances, and e- 
ven now, when it was propos d to 
CO Arm the Northern Counties, which 
[ | 8:2 would 
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would put it into the Power of the 
Factious, who abound there, to diſturb 
the Publick Peace, ſuppreſs d the very 
Thought of it for the future, almoſt 


by an unanimous Vote to the contrary, 


For the Beginnings in Scotland are a 
ſure Indication of what the Party de- 
fign to bring about in Exglaud. 
Yet all this while theſe true Proteſtant 
Brethren of theirs are againſt the Pro- 
teſtant Intereſt in the Sueceſſion of 
the Houſe of Hannover, to which an 
Hereditary Entail of the Kingdoms of 
England and Ireland, and the Domini- 
ons belonging to them have been made 
over by the late King and both Houſes 
of Parliament; becauſe, in their Senſe, 
it would be an Infraction upon the Free- 
dom of the Election of the People, and 
make their Ancient Kingdom , which 
has been fo from the Beginning, once 
again Hereditary. And this lets us fee 
an Inch tarther into the Millſtone, why 
the Succeſſion did not paſs in Scot- 
land the laſt Seſſion, though moſt EAR- 


NESILY Recommended by the Queen. 


For this Word Hereditary made em 
oppoſe the Queen's own Succeſſion, 
and ſtill put them further off their be- 


loved Puſs, a Common-wealth. 
Where- 


* 


. 
* 
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Wherefore the Party has been very 
Modeſt, in blaming the Scots in not 
agreeing with us in ſettling the Suc- 
ciion upon the Houſe of Hannover, 
ind rather excuſe em in it, to throw 
the Odium upon the Papiſts and Jaco- 
liter. Their Expectations being thus 
baulkd by the Interventions of our 
Wife Repreſentatives in the Lower 
Houſe of Pariiament, the Upper Houſe 
vas to have all their Encomiums, and 
no Appellations were wanting to di- 
ſtinguiſh them as the only Preſervers 
of the Liberty of the People, and Con- 
ſervators of every thing that was Pre- 
ious and Dear to them. To them 
nly was aſctib'd, that Popery and Sla- 
ery was kept out at Arms length from 
uhing in upon them; to them that 
proviſion was made to deſtroy Anti- 
hriſt, and his Eldeſt Son, the French 
ing, even when the Commons rais d 
he Funds for ſo doing, and to them 


Puy chat the Nation was in a Capacity, 
4 lot only to defend it ſelf but to relieve 
xf thers who ſtood in need of our Aſſiſt- 


nce, without ſo much as a word of 
beir own Repreſentatives; who ought 
nly to be call'd the Guardians of the 
'cople, from * ſitting in Parliament, 

N : to 


re 
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towithſtand any Encroachment ſhould Ki 
be made from above on their pri N 
ledges, and their having actually with; 
ſtood ſome Invaſions that had ber D. 
made upon their Right by the ver P. 
ſame Power they now pay their Com pu 
pliments to. the 

However, they they had other Filral 
to Fry yet in Scotland, though the lin 
ſtuck upon their Hands; and notwith | 
ſtanding the New Aſſociation which v. 
concerted with the Brethren in England 
had fail'd of its intended Effect, 'twa 
reſolv'd to Animate, and Stir em uſ 
to perfever in the Faith, and carry ot 
the ſame Laudable Undertaking. When 
Exliortations were diſpatch'd to fl 
Weſt of Scotland( for in thoſe Parts the t) 
are the moſt violent againſt the Chu E. 
and State)for this End their Deſires we 
comply'd with as readily as if they hi 
been form d by themſelves. After ſevet 
Meetings, and admonitory Speeches, the 
agreed upontheir old Expedient of Art 
ing themſelves with all the Expeditic 
and Secrecy that was poſſible to be ma 
uſe of, and Articles were drawn up th 
be communicated to the reſt of the Fi N 
ternity, that were diſpers'd, though 60 ter 
£nows not difireſsd, through the = 

" 
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na Kingdom, Theſe Articles bare the 
vil Name and Title of Ovcrturer far the Se- 
th curity of the Country vgainſt the preſent 
Danger it lies under from the Deſigns of 
Papiſts and Jacobites ; for all Rebellions 
put on the beſt Face they can, and make 
the Grouads of their taking Arms, gene- 

rally ſpeaking, to be the Glory of God, 

ind the Honour of their Sovereign. 
The Overtures were theſe, which J 
Net down verbatim as they were diſ- 
pers d abroad, to give thoſe that are apt 
to be favourable in their Opinions of 

them, an Inſight into, and an Abhor- 
rence of their Endeavours to deſtroy 
the Church Root and Branch. 

1. That the Popiſh and Jacobite Par- 
ty have a Deſign againſt the preſent 
Eſtabliſhment, may eaſily appear to a- 
ny thinking Man, from many too preg- 
nant Inſtances not needful here to be 
mention d. 

2dly. * That it ſeems reaſonable that 
{uch as love their Religion and Liber- 
ty, and wiſh well to Her 155 „ Go- 
verument and Perſon ſnould be upon 
their Guard, and uſe all Lawful and 

e Fi Neceſſary means for their own De- 
h Goff fence, looking always unto God for His 
who Blelling upon their Endeayours. And 
Kin! * K 3 ; * 1 t's 


a» 
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it's thought needful, 
1ſt. That all neceſſary Methods be 
fallen upon to awaken the People, and 
* ſhew 'em their Danger. 
2d; That Means be fallen upon to 
find out what State the well-affected 
of this Nation are in, (viz. ) What is 
their Number in each Paroch or Shire, 
if they be Arm'd, what condition 
their Atms are in, and what Arms 
are wanting. 
34ly. © That a way be fallen upon 
to rovide ſuch of them as want ei 
their Arms or Ammunition. 
athly. That a Correſpondence be 
begun, and kept among them throug| 
the Nation, and that they may be 
nited in caſe of an Inſult from Ene 
mies; and if poſſible, that they may 
be taught in the uſe of Arms. 
5thly. That Methods be fallen u 
on to obtain the Countenance of the 
© Covernment for that Effect. 
hut in the mean time, that Peop! 
© be not wanting in their private Cl 
* pacities to do do what in them lic 
in a Legal way, to provide againlt 
© Miſchicf. And for the firſt, tis pto 
pos d, that ſuch as have any Impref 


fon of their preſent Danger, woule 
| laboy 


*: * K K * 
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labour to have 4 due Sence of their 
5 own Sins, and the Sins of the Land, 
which are the procuring Cauſe of 
our Miſeries, and would not fail to 
awaken and rouſe up their Friends 
and Acquaintance to have the ſame 
* Impreſſion both by Diſcourſe and 
Writing; and by diſperſing away 
* pertinent Papers that come from 4- 
broad on that Subject. For the Se- 
* cond;it is propos d, that two or three 
* Heretors, or Elders in each Paroch, 
that can have acceſs to Examinati- 
* on-Rolls of each Paroch, do meet 
* together and getthrough theſe Rolls; 
* and in their going through, do pitch 
* out ſuch as are undoubtedly well- 
affected to the preſent Government of 
* this Nation, and certainly would 
* employ their Arms for the Defence 
* againſt a Popiſa Succeſſor, and take the 
* Number of them, and that being 
* done they divide the Paroch among 
* themſelves. And that each go thro' 


_E Wk YT 
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ex" 


* his own Quarter, aad in a private 
and prudent way, make enquiry a- 


£ mongſt the Perſons pitch'd upon as 
* well-affeFed, and know who of 'em 
have Arms. and if any of them have 
ſpare Arms, and how many, and what 


K 4 conditi. 
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condition theſe Arms are in, and if 
„there be an equal Bore, and what 
© of the well-affected People are not a- 
* ble to buy Arms tor themſelves. This 
« Anſwer being taken, that they give in 
the ſameto a Truſtee or Confidentin 
* the head Burrough of each Shire 
* where theſe Parochs do lie, or as 
< near the head Burrough as they can, 
Vho can tranſmit them to a Truſtee 
at Edimbureh. By this means it will 
appear what number of well- affected 
people are in the Country, how 
« they are Arm'd, how many Arms are 
are wanting through the Nation, and 
© ſo who need be provided either at 
+ Home, or Abroad ; and how much 
common Fund will be needful for fut. 
« niſhjng ſuch as are not able to fur- 
© niſh themſelves. To the Third, it 
* 13 propoſed, that each well. affected 
perſon contribute to his Ability, for 
buying Arms and Ammunition to ſuch 
* as want, and are not able to buy; 
and that it may be done effectually, 
it is propos , That in each Shire 

* one or two honeſt, ſabſtantial Per- 
* ſons be choſen, in whoſe Hands the 
Contribution may be lodg d, and that 
for the Security of the Contributors 


toward 
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8 toward the right applying jof their 
* Money, to be 8 d, they do give 
* Receipt thereof to the Contributors, 
* if they require it, in theſe Terms. 

I A. B. grant me to have receivd 
' frone, &c. the Sum of, &c. which I oblige 
* me to ware or beſtow for him according to 
© the Directions preſently given by him to 
© me, and to hold Count to him, therefore 
' as Witneſs my Hand, &c. 

But if the Perſons willing to Con- 
tribute have not preſent Money, and 
the Truſtee be _ to give him 
© Credit for ſome time, that the Truſtee 
draw upon the Contributor for the 
sum that he is willing to contribute, 
to this Effect. Pay to me or Order, the 
um of. &c. Value in Account; and let 
« the Contributor accept to a certain 
Day. It is hop d that a Cautioner 
would not be found neceſſary, then 
© the former Method ſeems ſafer, and 
more Cloſe than a multitude of Suh- 
ſcriptions at one Paper, and can ne- 
ver be di ſcover d, ſeeing none are privy 
thereto but the Tru ee and Contri- 
* butor ; and let theſe Confidents re- 
mit the ſame to two or three Conf- 


dents at Edinburgh, who may gi ve ac. 


count thereof to their Truſtees ih 
the 
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the Shires in the above- written Term 
« is deſir d, and may beſtow the Mong 
< by providing Arms at Home, and 
* Employing Merchauts therewith t 
bring Arms and Ammunition from 
* broad, and conform to the Contrib 
tions of the ſeveral Shires may 

* fend Arms and Ammunition to the 
© Truſtees, which Truſtees may diſtribut 
* them to their Parochs within the! 
* Shires according as they need, and 
* Receipt of the Number af Arms fron 
or two Honeſt Men of the Paroch,ſh 
© Exoner the Truſtees. Ta the fourt 
it is propos'd, That in each Shit 
or County ſide or Bounds of a Pre; 
* bytery, two or three Perſons be ch 
© ſen, as is ſaid, for Truſtees, who mz 
* keep Correſpondence with the Truſtee 
© at Edinburgh from time to time in 
* cloſe a manner as can be, and under 
* ſtand what is doing in eyery Place 
and concert what is farther needful 
F and in particular, it will be fit, th 
© in order to be in readineſs in cal 
any Emergency occur, that in eac 
© two or three, or more Paroches, f 
Perſons be choſen to be Captains 
and they to choſe their own Subal 
| texns and Serjeants, and in caſe thet 
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be any Irruption that may occaſion 
© 2 general appearance amongſt Honeſt 
6 People, that they reſolve themſelves to 
be pitch'd on to be a Standing Force, 
and that the Perſons not pitch'd on, 
hall bear their proportion of the 
Charges with the Perſons pitch'd on 
for their meeting together, and that 
the Places of meeting and Officers to 
be made known to all the well affect- 
*ed in the Shires. And that likewiſe 
a Place of general Meeting be conde- 
* ſcended on; and it will be requiſite 
© that theſe Perſons pitch'd upon for 
© Officers, in the Conjunction with other 
* prudent and Intelligent Men in the 
© Bounds, have 4 Watchful Eye ever thoſe 
* whom they judge ill- affected, and ready 
*to join the Enemy at their appear- 
ing, and that upon the firſt report of 
any Irruption, they do ſeize non ſuch 
* Perſons, and decline them, For the 
Fifth, any of our great People, who 
* are well- affected, eſpecially thoſe in 
the Government, ſhould be ſpoken to 
for that purpoſe, and that very ſpeedi- 
* Iz as can be. If the Government's Con- 
-* currence be not ſpeedily gotten, and 
that Merchants for fear of being ob- 
* noxious to the Government, fhall make 
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« ſcruple to give Commiſſion for Arm 
and Ammunition; it is propos for 
an Expedient, that the Arms be ſent 
for in the Names of the Cities of Edin- 
burgh, Glaſcow, and other Royal Bur- 


© roughs,whoſe Magiſtrates are well- a fect- 


ed, and who will willingly concur, 
And it's thought that Merchants with- 
< out hazard, may bring home ſmall 
* Quantities, not exceeding a Thouſand 
a piece, and Ammunition alſo. But 
in ſuch Towns and Parochs where 
they are very well-affected ; ſuch as are 
* Indin'd, may prudently deal wirh o- 
* thers as they apprehend may be 
brought in without diſcovery at firſt of 
* the whole Deſign, and to uſe their own 
* way and Prudence in the Management, 
for the Directory cannot be univerſal- 
follow d, but in ſome part it may. 
Thus ended their Overturet, which 
were not ſo much propos d for the Se- 
curity of themſelves, as they faſely gave 
out, as to diſturb the Tranquility of 
others. What Succeſs they have had 
in the advance of them is yet a Secret, 
the Project being no older than the 
14th of October laſt, tho it is not to 
be doubted they found Encouragement 
enough in a Country which is the 2 
3 
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dieſt to take Alarm upon falſe Appear- 
ances of any in Chriſtendom. But this 
being too weighty, and too conſiderate 
a piece of Miſchief to be put in Practice 
in a Minute: The Godly in this King- 
dom could not ſtand Idle till twas ripe. 
Wherefore they ſet up their Throats to 
ery Fire, Fire, and if poſſible, to Im- 
peach the great Care ot the Houſe of 
Commons, who had, during their three 
ſeveral Seſſions been very Exemplary in 
their Zeal for the diſcovery of Frauds 
and Miſ- managements. They had too 
lately own'd their high Obligations to 
the Duke of Marlborough to fall foul 
upon his Places of Truſt, though 
they might as well have found fault 
with his being pay d his Salary, as Ma- 
ſter of the Ordnance , when he had not 
given his Attendance as ſuch during 
the War, as with Admiral, ChurchzlZ, 
his Brother, whoſe {mall Pittance of 
Three Thouſand one Hundred Forty 
two Pound per Annum, was repreſented 
as a Grievance, even when the Captain 
General had done fuch things for the 
Nation as might have eaſily ſwallow d 
up ſo poor a Trifle as his ſtaying at 
Home, without publick Notice being 
taken thereof. ä 
But 


ig2 The Hiſtory of Faction, Sc. 
But Petty Grievances mult beenquir'd 
into, that a ſearch into thoſe whicl: 
are of a higher Nature might be pre- 
vented; In otder tothis, who but the 
I. for Patriots in their Opinions 
for finding out that the Navy had ex- 
ceeded its Charge, allow'd by Parlia- 
ment, 36603 2 J. 17 s. and 2 d. When, 
had they look'd three Years back, and 
made an Eſtimate of what had been 
expended over and above the Funds 
that were given for that Purpoſe in 
a late Reign, they would have found 
above twice as much laid out, tho 
perhaps not in the ſame Service. Fhat 
ſo Juſt, ſo Good, fo Graciovs, ſo Mild, 
and ſo Gentle a Government ſhould be 
chargd with fo inconſiderable a Sum, 
was but a poor Argument of their 
Wines for the Continuance of it, tho 
it might be of their Prudence; for l 
queſtion not but the . of the C 
knew which way they crept into fair 
Eſtates by Fingering of the Publick 
Treaſure, and now would make other 
Perſons as Guilty, &&. that they might 
come off the eaſier. be 
Tofalt upon the Prince in his Coun- 
cel, ſavout d likewiſe of Ingratitude ; 
eſpecially when His Royal Highneſs has 
ever 


is, 
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er ſince his being Lord High-Admiral, 
rhich has been ever fince the _ 
ueen's Reign, allow'd all the Pe 
tes of his Office, - as well as the 4 
allary, which is 7000 J. per Annum to- 
ards the Expences of the Navy, and 
chen in five Years time during the 
F 5, and others Adminiſtra- 
on there was actually Embezzel'd, or 
li- apply d. — 10875893 l. 17 s. and 
a2 4. haltpenny- . 
4 Theſe C omplaints of theirs bring in- 
, W my Mind the Story of Alexander's 
F irate, that was Condemn'd to be Hang- 
dfor Robbing in a ſmall Veſſel, whilſt 
e himſelf, eh his great Fleets Tri- 
mph'd in ſpoiling and ruining of the 
reateſt Cities. But whocan expect other- 
riſe, when the Whigs have Authori- 
7 enough to create. Diviſions in Parlia- 
dent, which Het Majeſty in Her Speech 
t the Concluſion of the Seffion com- 
lains of under the Terms of 'Unreaſon- 


d 
I 
2 
| 


18 


Hecks of which we have even now ſo nar- 


"ply eſcap'd, that it ought to be a ſuſftci- 


iment, I pray God keep this beſt of 
Jueens from * a one by the 
orſt- of M— fue 3 are — of 
this 


ble Humour, aud Animoſity, the fatal 


ut Warning againit any dangerous Expe- 


I 
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this accurſed Faction, and that no O— 
Pp —, S— or H be admitted 
to ſuck up the Blood and Vitals 9 
this Nation in its Treaſure any more 
but that all Offenders may be call 
to a ſpeedy Account, that the Woti 
may determine between us which ha 
been the Honeſteſt, and continues in 
its Principles of being ſo, the Church 
or Whig Party. For if all things growl ſ% 
worſe and worſe (according to the Po U 
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ets Aſſertion) to what ſtupendiou Gi 
Wickedneſs will this Faction come, ii M 
Pr 


any longer tolerated to ſow the Tate 
of Divifon among us. If Caligula fuck 
Blood when an Infant, they might 
_—_ him to be a Crucl Monit 
when a Man. If the Puritans at fir 
Rebell'd againſt, Impriſon d and Mur 
ther d their King, clap'd up thei 
Biſhops, ſeird upon their Lands, anc 
thoſe of the Loyal Gentry, bloodil 
deſtroy'd the beſt Subjects, and cares 
the worſt ; if at the beginning of Rule 
they Multiplied Religion into ſo man) 
Hereſies, that every Houſe ſeem d lik 
a Family at the Hague in Holland, com 
poſed of ſeven different Religion 
If when they were Inferipurs they du 
call Her Majeſty's Grandfather's AE 

| an 
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Scandalous, Impudent, Falſe, Wicked, 
Tyrannical, &c. And after Martyring 
him. Impoſe wicked Oaths upon the 
Nations, and Violate all Laws. Good 
Cod, what as yet unheard of Villany 
and Impiety will there be invente 


and found out to pleaſe the Diſci- 


plinarian Pallates, if ever they ſhould 
obtain Superiority, or have the chief 
[way in theſe Kingdoms once more! 
Which no Honeſt Man can deſire, . 
Good Men are bound to oppoſe, and 

Men of Loyalty and Religion ought to 
Pray againſt. 


. - — 


— 


APPENDIX. 
T T Aving unbappily ſlip'd ſonie ma- 
terial Paſſages in the foregoing 
reatiſe, and ſome freſh Papers having 


"NF come to my Hands ſince its being put 


to the Preſs, I muſt defire the Rea- 
der's favourable Reception of what 
follows, though it falls not into ſuch 
an Order as might have been 3 
In the firſt Place, it may not be im- 


L. proper 


— 
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proper (fince Common Juſtice to the 
Memory of this Excellent, tho' much 

abus d Perſon, requires it) to Anſwer iſ « 
all the Cavils rais d againſt Sir George 
* 


Root by the Malignant Patty, eſpecial- 
ly that Wretch of a Secretary, the 
Author of the Weekly Obſervators, by 
the Character the Speaker of the Houſe 
of Commons gave him at his taking 
his Place the firſt time in the Houſe, 
fter the Glorious Sncceſs of Her Ma- 
jeſty's Forces by Sea and Land at Vigo, 
after this manner. 


c 
IR George Rook, you are return'd ll < 
to this Houſe after a moſt Glo- 
rious Expedition: Her Majeſty be- 

gan Her Reign with a Declaration, Ill « 
that Her Heart was entirely Engliſh, ll * 
and Heaven hath made Her to Tri- 
* 
7 


- 8 : . —— 
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*umph over the Enemies of England; 
for this, Thanks have been returnd 
5 iin the moſt ſolemn manner to Al- 
3 85 ghty God. There remains yet a 
e 


c 
Gh 
* Debt of Gratitude to thoſe that have 


© been the Inſtruments of fo wonder- 
ful a Victory, the Duke of Ormond 
and your ſelf, who had the Com 
mand of the Sea and Land-Forets. 
In former times, Admirals . 
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' rals have had Succeſs againſt France 
and Spain ſingly, but this Action at 
Vigo hath been a Victory over them 
* Contederated tagether. You have 
not only ph our Enemies, but you 
have alſo Emrich'd your own Con- 
* try. Common Vidories bring only 
« Terrour to the Conquer d, but you. 
brought Deſtruction npon them, and 
Additional Strength to Eugland. 
* France had endeavoured: to ſupport. 
its Ambition hy the Riches of Indi + 
© Your Succeſs, has left them the Bur- 
then of Spair, and ſtript them of 
© the Aſiſtauce of it. The Wenlthof 
© Spain, and Ships of France, are, by 
this Victory, brought over to our 
Jaſter Cauſe. This is an Action ſo 
Glorious in the Performance, and ſo 
* extenſive in its Conſequence, that as 
all times will - preſerve: the Memory 
* of it, ſo every Day will more and 
* mote inform us of the Benefit. © No 
doubt, Sir, in Frauce you are Writ 
* in Remarkable Chatacters, in the 
* BLACK. Lis of thoſe, who have 
talen French Geld, and tis à Juftice 
due to the Duke of Ormond's dnd 
Jour Merit, that Tou ſhould ſtand 
' Recorded in-th2 Regiſters of this 
1 L 2 Houle, 


* 


* 


* 
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Houſe, as the Inſtruments of this Glo- 
© ritous Victory; therefore the Houle 
* have come to this Reſolution, 

That the Thanks of the Houfe be given 
to His Grace the Duke of Ormond, and 
Sir George Rook, for the great and fig- 
nal Services per form d by them to the Na- 
tion at Sea and Land. 

To which Incomparable and Pithy 
Speech, the Renown d Admiral to give 
an Inſtance of his great Abilities, Tam 

Marte quam Mercurio, return d this Pa- 

thetick Anſwer. 


* 


XIX. Speaker, I am under a great 
Difficulty how to expreſs my 
* telf upon this very great Occafion - 


* I think my ſelf very happy that in 
Leal and Duty to your Service, it 
* hath been my good Fortune to be 
* the Inſtrument of that which may 
deſeme your Notice, and much more 
the Return of your Thanks. I am 
© extr fenſible of this great Ho- 
* nour, and ſhall take al! the Care l 
* can to preſerve it to my Grave, and 
* convey it to my Poſterity without 
| © Spot or Blemiſh, by a Conſtant, Af- 
fectionate and Zealous Perſeverance 
in the Queen's and your Service. - 


” oo 1 
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« Sir, No Man hath the Command ef 
Fortune, but every Man hath Virtue 
* at his Will. And though I may not 
always be ſucceſsful in Your Service, 
yet I will preſume to aſſure you, 
* I ſhall never be more Faulty. 

* [ muſt repeat my Inabilities to ex- 
* preſs my ſelf. on this Occaſion, but 
as I have a due Senſe of the great 
* Honour this Houſe has been pleas'd 
to do me, ſo I ſhall always retain a 
due and grateful Memory of it. And 
though my Duty and Allegiance are 
* ſtrong Obligations upon me to do 
* the beſt iu the Service of my Country, 
yet I ſhall always take this as a par- 
* ticular Tye upon me to do Right and 
* Juſtice to Your Services upon all Oc- 
* calions. 
But neither Eloquence, Reaſon, or 
Truth can effect any thing upon Men 
that are Deaf to the Voice of the Charmer, 
Charm he never ſo Wiſely ; that will give 
Ear to nothing but their own Mob- 
biſh Incantatzons, and like Owls, are 
blinded with that Light which is ta- 
ken for the greateſt Bleſſing by others. 
Sir George excus d himſelf from future 
Accidents, in ſaying, No Man hath the 


Command of Fortune 3 wherefore it 


L 3 was 
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was the Mob's Opinion,that they ought 
to have him at . theirs Though this 
worthy Gentleman did what conld be 
expected from him in Alarming the 
French Sea- Port Towns, the following 
Campaign,harrafling their Troops from 
Coaſt to Coaſt, and forcing them to 


Marches and Counter-Marches in ſuch 


a manner, that thoſe mighty Wonders 
our Enemies boaſted to Perform by 
Sea and Land, vaniſh'd into Smoak, 
and even, if it were poſũble, exceeded 
ail his former Undertakings in the laſt 
Summer's Service, which hath been 


/ . > R 
already taken notice of, and is too freſh 


in every honeſt Man's Memory, to want 
being inculcated. He has likewiſe 


been Honoured with a Noble Reſoluti- 


on in his Behalf by the Houſe of 
Lords in a Full Houſe, in theſe Words, 
Reſolved that Sir George Rook had done 


his Duty purſuant to the Council of 


Mar, like « Brave Officer, to the Honour 
of the Engliſh Nation, tho' their Lord- 


ſhips did not think fit to give him 


their Thanks, which is an unconteſti- 
ble Argument of his Merit, fince that 


Auguſt Aſſembly is not ſo Laviſh of their 


Praiſe as to beſtow it where it 1s not 


deſervd, But this Honourable Gentle- 


man 
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man is a prefeſs d Enemy to Innova- 
tions in Church and State, and of Con- 
ſequence they muſt be his, even while 
they owe the preſervation of their 
Trade to him; witneſs the Turkey - 
Fleet, that had every Ship been taken 
but for his Prudent Foreſight ſome 
Years ago, and the many ſignal Suc- 
ceſſes at Sea, both in the lat and the 
preſent Reign. I wiſh they may nat 
want him this Year, for there is no 
{mall difference betwixt a Gentleman 
of Education, who has been bred u 
to Political Arts and Sciences, as well 
as a bare Inſight into Marine Affairs, 
and one, who when out of his Com- 
paſs, may be in all probability as much 
to ſeek as if he was in the Confines 
of Terra AuStralis Incognita, But to 
avoid Reflections upon particular Per- 
ſons, eſpecially ſince it may give of- 
ſence where we delign none, and enter 
upon another Topick which relates 
to the Occaſconel Bill, which was in a- 
tation laſt Seſſion of Parliament, to 
ew the. deſparity there is between 
the Church of Exgland's Proceedings, 
__ thoſe of this perverſs Faction of 
theirs. | 


L 4 The 


ion, Ge. 
it ſelf are 6 
the beſt Ad vocates in its behalf; there- | 1 
fore the Reader is deſir d to Peruſe it as 
it has been lately Printed by the Order I 
of the Honourable Houſe of Commons,  « 
and if he is not Partial to the laſt De- 
gree, he muſt acknowledge there is I | 
nothing in it that ſavours of the leaſt | 
ſpice of Perſecution, nothing but ſhews e 
that Chriſtianity, and a true Spirit of . 
Meekneſs runs thro* it. The Goſpel Ir 
teacheth us, That Dogs ſhould not eat | | 
the Childrens Bread, (T make not uſe of Ii 
the Expreſſion as if theſe new Goſpeller: t 
were of a Canine Species, or to be Il \ 
manag'd according to the nature of f 
[ 
0 
| 
c 
| 
{ 
( 
] 
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The Words of the Bi 


Brutes) and that which is to feed Chriſt's 
Flock with, is not to be given to Stran- 

ers. 
- If ours is the Holy Catholick, and 
Apoſtolical Church, as undoubtedly it is, 
if we derive our Doctrines, and Rites 
and Ceremonies from Chriſt and the 
Primitive Chriſtians, if this Church is 
| xeceiv'd as ſuch in being National, it 
_ was but juſt in our Repreſentatives, 
= whoſe Names ſhall be had in Everlait- 
mg Remembrance, to ſeparate the real 
embers of it from the pretended, 
and by wholcſome and wiſe Precauti- 
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ons to make ſuch Proviſions, that none 


who Diſſented from it ſnould partake 
of thoſe Offices and Places of Truſt that 
were particularly appropriated and de- 
ſign d to be poſſeſfs d by ſuch as are 


Members of it. This was what gave a 


Being to the Bill, but the Houſe of Com- 


mons having fail d twice before in en- 


deavouring to Paſs it into an Act, thro! 
the Non-concurrence of the Lords Spi- 
ritual and Temporal, (who in all proba- 
bility miſ-conſtru'd the Deſign of it, and 
imagin'd it ſavour'd of ſome hardſhip 
to the Diſſenters, who had been very 
Serviceable in bringing our confus'd af- 
fairs ih the beginning of the Revolu- 
tion to a Settlement) could think of no 
other means to aſcertain its having the 
Royal Aſſent, but by way of Conſoli- 
dation, to uſe their own Term) to ſend 
it up with the Land-Tax, a Method 
which was ſo far from being new, tho 
there had been no neceſſity to make 
uſe of it for ſome Years, that it had 
often been put in Practice by precedent 
Parliaments. Accordingly there was a 
Motion made in the Houſe for this 
poſe,which was carry'd in the Negative, 
notwithſtanding the Bill Paſs'd a third 


Reading by a Majority, which was the 


peealion of its being ot. Tus 
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This was the Cauſe of a mighty Tri. 


umph to the Whig-Party, and the ve. 


ry Faction who had aboliſh'd the 
Houſe of Lords in the Times of Rebel. 
lion and Sequeſtration, now call'd them 
their only Guardians and ProteQors, 
Immediately a Ballad was made, and 
the burthen of the Song was, A Hur: 
dred aud Thirty four(the number of thoſe 
"Honourable Members in the Houſe of 
Commons, who were for ſending it up 
to their Lordſhips by way of Clauſe to 
the Land-Tax,) intimating thoſe wor- 
thy Patriots were for Fire and Faggot, 
like their Shorteſt-Way Scribe, and for 
bringing in the King of Frange, the 
P. of Wales, and Wooden Siooes, with 
the reſt of the Trinkets that are the u- 
fual attendants of Popery. 

The Church- Party in the mean time 
ſaid not a Word, but Comforting them. 
ſelves under the Diſpenſations of Pro- 
vidence and a quiet Conſcience, even 

when they were onder the diſmal Re- 
flections of Her Majeſty's being the 
laſt of the Exgliſ Line, and that this 
Good Queen being Mortal, they could 
hope for no ſuch Opportunities from 
Her Succeſtors as they had reaſon to 


expect from Her propitious Reign- 
% They 
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ri. They were certain of this Illuſtrious 
ve-M Princeſs, from Her Education, Her Prin- 
he ciples, Her Practices, and Her Aſſurances 
el- MW to Promote and . Advance the Intereſt 
m of the Church Eſtabliſh'd z but could 
rs. ¶ promiſe: themſelves no ſuch Certainty 


nd  trom thoſe that were to come after; 


. © who, though they were conſtraun'd by 
le Ac of Parliament to be of that Pro- 
of WI feſſion themſelves, had no Obligation 
p upon them to promote, and encourage 
to Nit in others. Beſides, they were under 
- the greateſt concern for Her Majelty's 
, Glory. God had Bleſs'd Her with an 


I55 


or uninterrupted Series of Succeſs ever 


e ace Her Acceſſion to the Throne, 
hand preſented Her with Victories by 
v- Lea and Land, both in the Old and 
New World, and they wiſh'd for no- 

12 ching more, than that it might be in 
„Her Royal Power to return that Glory 
)- Eto God which was the Almighty's Due, 
n Wand make an acceptable Acknowledg- 
nent for theſe manifold Bleſſings re- 
ic WW ceiv'd from his Hands, by conſummat- 
is Wing the Felicities of the People, in 
d leaving them the uſe of God's Holy 
mn © Worſhip in its primitive Strength and 
Purity z which Actions of theirs were 
very remote from the Intentions and 
| Practices 
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Practices of their Enemies, who Ex. 
alted themſelves under the Church's 
Afflictions, and Philiſtine like, through 
the confidence of their Strength; pre- 
par d themlelves to deffe the Armies of 
the Living God. 

The Preſs had been us'd by em 23 
an Inſtrument of Conveyance, thro 
which all their Filth and Ordure, their 
Offals of Scandal and Indignity had hi. 
therto pals'd, and they got ready 
Rhcams of Malignity to make its way 
into the open Light through that Com- 
mon- hoar, at the Riſing of the Parlia- 
ment. New Elections were to come on 
before another Seſſion, and the only 
way to get rid of ſuch as had obſtratt- 
ed their Republican and Fanatical Sy- 
ſtems, and were like to continue in 
the ſame Temperament of Mind, was 
to make em Obnoxious to the pub- 

lick Cenſure, and gain over thoſe Votes 
by ſome Article or other which had 
been before given in tlieir behalf. 

But as the Houſe of Commons had 
2 greater Regard for their Honour and 
Priviledges of Parliament, than tame!y 
to ſubmit themſelves to be Reproachd 
and Calumniated, during this Seſſion, 
ſothey deferrd the Publication of = 

VIIIa 
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rilanous attempts upon the honeſteſt Par. 
ty of em, till it broke up. When off went 
the Signal of Anarchy and Confuſion 
in a paper Rocket, ora New Black Liſt 
of thoſe Worthy Patriots, who, to pre- 
vent the Church of England from being 
Undermin'd by the Occaſional 2 
did, like true Noble Engliſhmen , Vote 
that the Bill to prevent Occaſional Confor- 
mity might be Tack d to the Land.Tax Bill 
to ſecure its Paſſine in the Houſe of Lords 3 


ſo that this their Zeal does appear (to all 


Wiſe Men) as. Conſpicuous for the Inte- 
reſt, as their Lives are Ornaments to that 
Church of which ihey are Members. 

The Title was deſign d for an Irony, 
but may be receivd for a Truth; for 
that the Gentlemen deſerv d the Title of 
Worthy Patriots, true Noble Engliſhmen, 
(onſpicuous in their Zeal for the Church, 
and Ornamental in their Lives, is very 
much beyond a Quettion at this time, 
though it may be doubted whether the 
Perſons that contrivd this Lift arc 
either as well Deſcended by their 
Births (yet poſſibly poſſeſs d of Titles) 
or as Exemplary for their Lives and 
Converſation, ſince Icannot find one a- 
mong em that makes uſe of another 
Man's Wife, or has run away with the 

Repu- 


N 
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Reputation of another Man's Mit or 
Projection. 33 

So that theſe Achitophels are defeat. 
ed by their own Schemes of Deſtructi- 
on, and it were to be wilh'd that there 
might have been three times the Num- 
ber of Tackers to be tranſmitted to Po- 
ſterity, with the Character of being 
Defenders of what all Members that 
ſit in Parliament ſhould be Proud to 
ſtand up in Vindication of, that their 
reſpective Counties and Corporations 
might have the ſame Plea for making 
Choice of them, as they have for theſe 
Gentlemen who are ready Mark'd out 
for their Election. 

For, if they are in queſt of Men 
of Eſtates, Lo ! here they are; here 
are thoſe whoſe Fortunes, and large De- 
mains are ſufficient Securities for them 
againſt any Popery and Arditrary Pow- 
er 3 if they ſeek after ſuch as ſerve in 
this Station purely for the ſake of the 
Publick, they need not go a Jot far- 
ther, but may be ſupplied here with 134, 
as true and ſtanch Patriots as ever Exg- 
land bore : Men unſhaken in their Du» 
ty to God, their Fidelity to their Prince; 
and their Service to their Country; 
who neglect Preterments for our Good, 


And 
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and Poſtpone their own Secular Advan- 
tage-to our Repoſe. But if they are 
making Enquiry after ſuch as are Luke- 
warm, Men of no manner of Stability, 
but ſometimes here, and ſometimes 
there, as their Intereſt leads, I have 
two Sneakers at their Service, one not a 
Mile from Temple-Bar, another not ten 
Stones throw from the Horſe-Güards, 
who will be of exceeding uſe to em. 
Such as theſe deſerve to be Mark'd 
out tor their Country's Contempt and 
Scorn: and a Liſt of the Szeakers, that 
hung down their Heads like Bull-ruſhes 
when the Queſtion was going to be 


put, would be very proper to be hung 
up in every Freeholder's, and Burgher's 


Sight, to lnſpire em with ſuch Reſent- 
ments as are adequate to their Offences 
againſt thoſe, who with Meros, Came 
not to the Help of the Lord, to the He 
of the Lord againſt the Mighty. It 
But theſe are Practices beneath the 


Sons of the Church, whoſe good In- 
tentions for the common Canute, whoſe * 


Zeal for the Government, and Conft- 
dence in the Affections of the People, 
make 'em ſtand in need of nothing to 
ſupport their Intereſt, but their Deſerts, 
elle they could Publiſh a Lift 3 
1 Di a 
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Diſſenters Service, of ſuch worthy Pre- 
lates, Lords and Commoners as were 
againſt the Bill, by way of Anſwer to 
this Libel of Names. 

It isin their Power likewiſe to parti- 
culariſe ſuch Perſons, as under the no- 
tion of propagating Wit, are ſtrenuous 
Inventors of Scandal, at a certain Eat- 
ing-Houſe in the Pall- Mall. But the 
Club is ſo remarkable for their ma- 
king Intereſt againſt the enſuing E. 
lections, and meddling with Affairs the 
Majority have no concern in, though 
a certain Gentleman of the Weſt of 
Exgland is (aid to be Expell'd the So- 

ciety not long ſince, for not ſubſcrib- 
ing to to a certain Sum to be Rais'd 
for Purpoſes which would make void 
the Freedom of Elections fo lately re- 
commended from the Throne, that their 
own Practice is enough to ſet em forth 
for a Satyr upon themſelves, without 
any others taking the Task off their 

Hands. | 
Not that I do doubt but there are, 
and have always been, even in the 
Diſſeniters Communion, fome Virtuous 
and Godly Men, who are rather mo- 
ved by an Ignorant Zeal , and the 


Peſtilent Influence of their Na 
de,, 
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ders, to commit theſe wicke.1 Acti- 
ons, than of themſelves any thing lu- 
din'd to” be Abettors of ſuch ſcanda- 
lous Undertakings. Wherefore, I take 
it for granted, that it is the Duty of 
all Charitable Proteſtants to diſtinguith 
as far as poſſible between a M:ſ-led 
Diſſenter, and a Miſ-leading Factionter, 
and accordingly pity the one, bur hate 
and deteſt the other. Pity thole, who 
through their Credulity and well-mean- 
Ing, are ſo deluded by the Inftigations 
of their Superiors, that they unawares 
are forc'd to act againſt their Inclin1- 
tions ; but hate, and Cuffe, yes, hate 
them, and Curſe them bitterly, whole 
Religion we find by Experience, is Re- 
bellion, whoſe Faith is Faction, and 
whoſe PraGice is the Deſtruction of 
Kings and Kingdoms, whenſoever they 
find Opportunity, and their Abili.ies 
correſpond with their Malice; 

Wherefore, my Beloved Country- 
men, let us confider, how, as our Sa- 
viour was Crucified between two 
Thieves, fo is the Church of Eazg/and 
now endanger'd between two Extreams, 
the Proteſtant and Papiſt Diſſenters, both 
being equally willing, tho' not equally 
able to Deſtroy us. The latter, I know, 
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are no leſs apt than the former to pro- 
mote their Superſtition : But, through 
God's Providence, their Power 1s now 
fo weak and inconſiderable, that when- 

n ſoever they attempt our Ruin, they 

| wilt but haſten their own ; for I dare 
venture my Life, I might with a Thou- 
'fand, nay, Five Hundred Arm'd Men, 
deſtroy all the Papiſts in England at 
this preſent Hour. But the Ptoteftant 
Piſſenters are fo Numerous, and of ſuch 
formidable Greatnefs, daily encreaſing 
upon our Hands, that it not timely pre- 
vented by fome wholeſome and ſalutary 
Law, our Orthodox Churches ſhall be 
c er long but Cyphers to their Uncanoni- 
cal Conventicles. We hear how Inſo- 
lently they fpeak every where, and e- 
fpecially in their Coffee-Houſes (thoſe 
Shops of -Sedition, and Anvils of Re- 
bellion) againſt the Epiſcopal Order, 
againſt our Repreſentatives in Parlia- 
ment, againſt the Queen and Govern- 
ment, labouring to Poiſon the ſhort- 
ſgighted Rabble with their Seditious Li- 
bels. and Pamphlets. We hear of the 
continuanceof their Calves-Head-Feaſts, 
by way of Ridicule, on the Murther of 
that Blefled Martyr, Charles the Firſt, 
ho now Reigneth with the Holieſt. of 
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Hollies, and yet, notwithſtanding all 


| theſe open Affronts to the Memory of 


Her Majelty's Royal Crandfather, all 
theſe odious Reflections upon Her own - 
Royal Adminiſtration, all their Sediti- 


. ous Contrivances to Foment Diviſions 


among Her Subjects ; they are Tolera- 
ted, they are Countenanc'd, yea, ſe- 
conded by Perſons, who by their Pla- 
ces, by their Oaths, and by their Al- 
legiance are oblig'd, with the hazard 


of their Lives, to maintain the Pre- 


rogatives of the Crown, and Liberties 
of the Church of Exglund. 2 
But what are Oaths and Obligations 
to ſuch whoſe Conſciences are fear d, 
as it were, with a hot Iron? What are 
the moſt ſolemn Ties, either Humane 
or Divine, to Minds, in which the D3- 
ctrine of doing Evil is Inculcated, that 
Good may come of it? Our Wife Patri- 
ots in Kirg Charles the Second's Time, 
to put a ſtop to their getting into the 
Parliament, enjoin'd all the Members 
of that Honourable Houſe, ſolemnly to 
take the Oaths of Allegiance and Supre- 
macy 5, both which, at-leaſt che- latter, 
is directly repugnant to the. Geneve fir 
Gofpel. Such an Headſhip (faith, Alex. 
ander Henderſon, a Notorious Ring: 
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leade of that Party) as the Kings if 
England have claim d, and ſuch a.Sx- 
premacy as the two Houſes of Parliament 
crave, with the Appeals from the Supream 
Eccleftaſtical Judicature to them, as ſet - 
ver the Church in the ſame Line of Subor- 
dination, I do utterly diſclaim. In his 
fecond Paper to our Royal Martyr, in 
the Book Entitul'd, Reliquie Caroline, 
page 334. Yet ſo rare is the Zeal of 
theſe publick Religionaries, and ſuch 
is the Flexibility of their Tender Con- 
ſciences, that to get themfelves into 
that Station, wherein they are capable 
of promoting the Good Old Cauſe, it is 
not to be — there is any Teſt or 
Oath —— le, which they would 
fcruple to ſwallow. Of them we may 
ſay with Horace. Sat. 3. Lib. 2. 


mille adde Catinas 
Effugiet tamen hec ſceleratus Vi incula 
Proteus. 


But to make uſe of another Satyriſts 
Opinion. 8 
— cot . Illos 


D-fendis Numerns jund eq; Umbone Pha- 
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For, if we may believe the Faction it 


ſelf, they have the chiefeſt part of the 


great City of London to join with them 
in their great and unſearchable De- 
ſigns, *Yet ſo incredible a Story it is, 
that the Londoners, after their unſpeak- 
able Loſſes by the late Presbyteriar Ne- 
bel lion, ſhould now Countenance, much 
leſs promote the like Inſurrection, where- 
by whoſoever wins, is ſure to be a Lo- 
ſer; that I admireif any Man of Sence 
can give Credit to theſe things. 

| Is1t poſſible that this famous Metro- 
politan City ſhould be inſenſible of 
all the lndignities and Loſſes they ſu- 
ſtaind by theſe wicked Reformers, or 
forget what vaſt Sums of Money were 


daily ſqueez'd out of their Purſes, with- 


out any hopes of Payment? How ma- 
ny Thouſands of their Children, and 
Apprentices were preſsd for Soldiers 
to Fight againſt their very Perſons, to. 
whom they -d their Being and Edu- 
cation? How can they digeſt the Re- 


. _ tyembrance of their Lord Mayor's be- 
ing violently Depos'd, their Aldermen 


chief Citizens barbarouſly Impri- 
on d by theſe Helliſh Incendiaries, with · 


aut any colour of Juſtice? And in brief, 
Can any length - Time wear out of 
| M3 


their 
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their Memories the Inhumane Butche- 
ries committed upon their un-arm'd Ci- 
tizens in Eaſter, 1644. When the Arch- 
Tyrant, and Rebel Cromwell himſelf 
cried to the Soldiers to Kill Man, Wo- 
man and Child, and Fire the City a- 
bout their Ears. Theſe, and many other 
indignities, caſt upon this Great and Fa- 
mous City for Imprudently adhering 
to this Impious Faction, are ſo ſtrong 
in my Judgment , that I could ſooner 
believe them deſtitute of all Senſe and 
Reaſon, than inclinable now to pro- 
ſtitute their Loyalty to fo Treacherous 
a Party. 

Tis a common Saying, If « Man 
Deceives me once, it is his Fault but if he 
Deceivis me again, it ir my own. Where- 
tore, fince the Londoners by this Party's 
ſpecious pretences, and promiſes of Re: 
formation have been once deluded to 
file with them, and have by,woeful 
Experience found they were deceiv d: 
If they ſhould again Engage themſe!ves 
in the like Troubles, ſurely neither 
Friend nor Foe would pity their Suf- 
ferings; neither God nor Man would 
pardon their Treacheries. 

I t in one thing, I muſt confeſs, and 
that ©. a very H:inous Nature, I * 
N57 we 
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well excuſe them from the Cenſure of 
Wiſe and Judicious Men, who admire - 
what may be their Reaſon to ſuffer ſo 
many Mutineers, and Seditious Fellows 
publickly to vent among them their 
pernicious and peſtilent Libels, which 
Inflame the thoughtleſs Vulgar againſt 
the Government, both Spiritual and 
Temporal, to the unſ peakable Reproach 
of the whole City, and the Imminent 
Danger of the Three Kingdoms. 

It was wiſely obſerv'd by that anti- 
ent Author _— „ adverſ. Gentes. 
Whoſoever ſuffers Sinners to Sin, 
2 Strength to their Boldneſs. And 
Seneca in Troade, Act 2. Qui non vetat 
Peccare, cum poſſet, jubet. And before 
them no leſs wiſely deliverd by the 
great Stateſman, Cicero, who Orat. in 
Piſonem, ſaith, It is not much different, 
in a Conſul, or Magiſtrate, whether be 
| Vexeth the 8 himſelf by Per- 
vicious Laws, and Tamultuous Speeches, 
or ſuffers others to do it. 

What ſhall we ſay then of theſe 
Magiſtrates, whoſe Duty and Office it 
is to Examine ſuch Matters, and who 
daily hear and ſee Pamp hlets of this 
Nature ſet forth on purpoſe to delude 
and draw aue " blad KRabble from 
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the practice of their ſeveral Dcties 
yet ſeldom or never enquire after thoſe 


Factious Spirits, but ſeem rather in a 


great proportion, either through Fear 


or Love, to Countenance their Inſo- 


lency, which is already come to that 
Heighth , that it is altogether Intol- 
lerable? For thovgh the Diſſembling 
Hypocrites pretend to write againſt the 
Papiſts ( as Edmond Hickeringill of 
Colcheſter, in his late Prieſtcrafy in his 
Character and Conſequences) yet inſenſi- 
bly they fall from thence to rail a- 
gainſt our Biſhops, and Learned Clergy, 
not without open Hints and Reflections 
upon Hey Majeitys Perſon , and Go- 
vernment. 3 | 
Their Writing againſt the Papiſts, is 
only to put a plauſible Appearance up- 
on their Accurſed Deſigns, and if they 


can but fill our Senſes with the horrors 


of Popery, they are well aſſur'd Preſt 
bytery will find means to get it (elf into 


| play , without being Diſcoverd till 


its too late to attempt its Removal, 


and their Work is done, while they car- 
ry on their,own Machinations and Con- 
trivances*Wwith ſuch Dexterity and 
Smoothneſs, that inſenſibly may De- 

ie 
is 


ſtroy us. In my Opinga therefore, 


* 
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our Intereſt at this time of Day, ſo to 

ware of the Plotting Papiſts, that 
we may, have a Vigilant Eye over the 
Treacheroys Presbyterians, &c. and nar- 
rowly fifr and Examine- their Proceedings 
and Pretences, left at laſt we find a Snake 
in the Graſs, as dangerous as that of the 
Rump-Parliament, whoſe Steps our Mo- 
dern Whigs ſeem exactly to follow. 

Elſe they had not, on the Thirtieth of Ja- 
auary laſt, a Day ſer apart for them to 
Humble themſelves before God on, and 
Deprecate the Divine Vengeance for the 
pins of their Forefathers in the Barba- 
tous Murther of King Charles the Firlt, 
ſung a Thapkſgiriog Palm on that Oc- 
caſion, both at Pſalters- Hall, and Pinne#s» 
Hall, to ſhew Matters were Concerted 
between them for that Purpoſe, in theſe 
Words, This is the Foyful Day, —— 
This ic the Noble AZ, Nor would a Diſ. 
ſenting Preacher, who Din'd among o- 
thers at Squire L on a Comme- 
moration-Feaſt held there on that Day, 
have had the Impudence ta ſay , That 
were he to have Preach'd on that fad Anni- 
yerſary, He would haue eboſen for bis Text 
the Words of Martha to our Saviour , 
John xi. 39. Lord, by this time be Stink- 
eth. But as a very Ingenious Gentleman 
his obſerved in Print from the Obſer- 
vator's own Words, who gives out, That 
the Aﬀ of Parlianen, nor _ any | 
Mandate requires the Diſſenters to * 
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that Day, That truly neither of them may 
relate to them; fince both require a/ the 
®Oueen's Loving Subjefts, which is à Title 
they have no Claim to; ſo | camot but go 
on with his Comment on the ſafne Perſon's 
Aſſertion, that He nor his Father thad any 
Hand in that Murther ; wherefore, the 
Crimes of the Dead ſhould not be 
charg'd upon the Living; which the Learn- 
ed Author aforeſaid, very pithily Explains, 
as an Excuſe for the Papilts, whoſe Fore- 

athers wrre as much Dead the Fifth of 
November, 1604, as the Diſſenters on the 
Thirtieth of January, 1648. . 

It is not the Name of Proteſtants, or 
Reform d Chriſtians . nor yet the ſmallneſs 
of our Differences in Religion, promiſes 
us any Security from theſe unſociable 
Zealots; ſince we have ſeen how the Holy 
Brethren had no ſooner overthrown the 
Common Exemy, the Church of England, but 

they preſently fell by the Ears among them- 
ſelves, one Faction endeavouring to ſuppre 
and deſtroy the other. So that what the Lord 
. Threarn'd ro Inflict upon the Agyrians, 
the ſame he exactly fullfill'd in theſe 
pretended Reformiſts : I will ſet the f. 
gyptians againſt the gyptians, and they 
Hall Fight every one againft his Brother, and 
every one againſt his Veizhbour. City againſt 
City, and Kingdom againſt Kingdom, 11a. 19, 
2. But if rhe Dependent Faction were 10 
eager againſt the Independent, who, no leſs 
than the former, {tg up for the Presbys 
| Terlan 
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erian Diſcipline, and differ'd from them 
only in ſome ſmall Formalities of Church- 
Government, is it poſſible they ſhould be 
faithful to the Church of England, whoſe 
Gommunipn they openly Cenſure as Popi/h 
ad Antichriſtian? Do not we ſee even in 
theſe preſent Times, when we are allow'd 
by the ſtanding Laws of the Realm for the 
Eftabliſh'd Church, with what Stratagems 
they endeavour to ſtop the Mouths of Her 
Majefty's Orthodox and Loyal Subjects? 
They know nothing can be more odious 
to a Proteſtant Nation, than Popery, and 
Popiſh Superſtition ; nor to Free-born Ex- 
gli Subjects, than Tyrannical and Arbitrary 
Government ; and whoſoever is found intro- 
ducing either of theſe two Monſters into 
this — he muſt undoubredly be re- 
puted a ſworn Enemy to the People of Exg- 
land: Mherefe te, becauſe theſe Puritan's chief 
Aim and Delign is to Cruſh both Monar⸗ 
chy and Epiſcopacy under the Cloak of 
Property; this plauſible Pretence they 
uſe with ſuch wonderful Dexterity, as 2 
Two-Edg'd Sword againſt all their Ad ver- 
ſarie and Oppoſers. | 

For if any has but the Courage to ſpeak 
in def ice of Her Majeſty's Prerogative, 
he is immediately cry'd down as one * 
affected to the Liberties of the Engliſh Na. 
ion. And likewiſe, whoſoever preſumes 
to Speak, or Write for rhe Church of Eng- 
land, or ſtand up in Vindication of Her 
againſt the Schiſmatical Sectaries, he : 
+ A cry” | 


Bp 
a — - 


rry'd down for a Papiſt, at leaſt one that 
2 Pepith Inclin d, and ſo expos'd to th 
Fury of the Mercileſs Rabble ; like 
thoſe Innocent Chriſtians, Expos'd by 
the Tyrant Nero, to the Fury of the Dogs, m 
in the Skins of Bears, and other Savage MW 1a 
Beaſts ; though it is Evident to all the ca. 
World, no Party can be apter to Introduge 
Papiſts and Popery, if they find it for their 
Advantage, than the Presbyterians them: 
ſelves. | 
We cannot, ſurely, forget how earneſtly 
the Scottiſh Presbyterians, and particularly 
the Lord Lowdon, and others of the chief 
Confederates of that Kingdom, in the 
Year 1639, Courted the French King to 
favour their proceedings, and grant them 
his Aſkſtance againſt their Natural Sove-f ot! 
reign. We know what Sway Cardinal 4% 
Richlieu, the French King's prime Miniſtet D: 
of State, bore among thoſe Goſpellers (who th: 
et pretended to Fight for Religion) ſend-IF thi 
ing his own Chaplain, and a number of Ar 
his Chief and moſt Inveterate Jeſuits in. by 
to Scotland, ig foment the Differences, and I m. 
Exaſperate the Rebels there. See Bakers: 8 
Chron. pag. 489. . 
How then do we know but they at I 
Influenc'd and Ditected by the ſame Faction, of 
even at this pre ſent time; and endeavour: 4c 
ing to open the Sluipes for Popery, tho f. 
they cry Whore firſt againſt the Church of . 
England? Certain it is, the French King 
bas now alſo many Actire Emiſſaries t 


The Hiſtory of Faction, Sc. 172 
promote his Deſigns; and we may eaſily 
gueſs it i's not the laſt of his Thoughts 
10 Inflame this Kingdom, that gives him fo 
much Vexation in irs Conqueſts by Sea and 
Land, into a Total Combuftion, neither 
can he pitch upon fitter Inſtruments ſor his 
Purpoſe than thoſe Fiery Spirits who are, 
as it were, Born to Embroil Kingdoms, and 
like I/hmael, to have their Hand againft 
very Man, and every Man's Hand againſt 
them. Gen. 16. 12. 

But they are the moſt Inveterate againſt 
the French King and his Intereſt , how 
then can they be Incltia'd to promote 
their Deſigns? They are indeed Invererate 
againft him in ſome Particulars, but in 
others they jointly concur. Cnveniunt in 
aui, Tertio.; both Parties are agreed to 
Droide and Inflame this Kingdom , and 
thereby Sacrifice it, the one to his Tyranny, 
the other to its Anarchical Democracy. 
And this was the Reaſon why the Pres- 
ir byterians in their late Grand Rebellion fo 
and much Courred the Aſſiſtanee of France a- 
74) 6 Find their Liege Lord and Sovereign, King 
arles the Firſt. The Truth is, they 
at - are ſo eageriy bent upon the Aboliſhing 
jon, of Monarchica! Government here, that to 
our: accompliſh their Defires, they would net 
tho fick to ſay with the Soreereſs; Fetfere 
1 of WM if nequeo ſuperos Acheronta movebo, 
ing Tue chief Shield, under the Divine Pro- 
to WM -vidence, and our Gracious Sovereign s, that 
% NHotedted us in former Reigns from the 
pio 
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preſumptuous Arrogance of theſe Seditioy 

ies, was the Indefatigable Diligenc 

of our Loyal, and Orthodox Parliament 
which fince the beginning of Queen E 
zabetb's Reign, have, by good and whole 
ſome Laws, ſecurd us from our Advex 
Aries, until che Fatal Appoplexy of 1641 
when the Presbyterians, by their ſecre 
Contrivances, deluding Hypocriſie, and 
pretence of Religion, gain d ſo far upo 
the Ignorant People, that few but Pr 
byterians were Eletted Parliament - Men 
But, if that Election 2 then ſo Fa- 
tal ro our King and Country, what hal 
we think of theſe preſent Times ? Do we 
not ſee how the Presbyterians, through 
the Miſtakes of a late Reign, are grown 
ſo Rich and powerful, as to Cope with 
the Epiſcopal Proteſtants of this Realm 
And yet ſhall we fir Idle, and not endes 
vour to Countermine the Trains they have 
laid to blow np the Conſtitution in the 
New Elections that ate coming on? God 
for bid, let not our Supineneſs at this time 
be told in Gath, nor Pabliſbd in Aska. 
lon, leſt the Uncircuncit d Triumph, and 
and the Daughters of the Philiſtine R-. 
For, what greater Security can we expet 
from ſuch Membets now, than from their 
Predeceſſors heretofore ? Can theſe make 
greater Demonſtrations. of their Integrity, 
or pretend more Earneſtly their for 
the true Proteſtant. Religion, and their uy 
6 fy 
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alty. to their Sovereign, than their Prede- 
ceſſors ? Do we not remember how the 
Long - Parliament in their Remonſtrance, 
May 19, 1641. thus ſpeak in their Hypo- 
critical Language ? The Services which. tor 
defire to perform to Our Sovereign Lord the 
King, and to His Church and State, in pro- 
ceeding for the publick Peace and Proſ- 
peril of His Majeſly, and all His 
Realms ;, within the Preſence of the ſame 
All-ſeeing Deity, we protcft to have been, 
and flill to be the only End ef all our Coun- 
tile and Endeauours, wherein we hauc re- 
foly'd to continue. freed and enlarg'd; from. 
all private Aims, perſonal Reſpetls or Paſs 

frons whatſoever. | = 
Likewiſe, in their. Declaration, Aug: 1. 
1642. We the Lords and Commons, art re- 
nod to expoſe our Lives and Fortunes 
er. for the Defence and Maintenance of. the 
ve WW Ire Religion, the King's. Perſong Honour. 
the and Eftare. And July 12. Relolv'd, - That: 
ol an Army Jhatt be forthwith Raiſed. for the 
me Safety of the King's Perſon, Defence of both 
kW bou/es of Parliament, and thaſe 2 

am 


nd Gey d their Orders. and Commands ; 
le. Fe, the True Religion, be Laws, 
Liberties, and Peace of the Kingdom. Sec 
4 i theſe, nnd. many other EX preſſions of the 
ir like Nature in the Hiſtories of thoſe Times. 
ke All truc Proteftants therefote, who pre- 
1,8 fer: the Harmeni@us,and Apoſtolical Order 
or W and Government of the Church of Eng- 
„before the confus'd Medly of the 


> 


176 The Hiſtory of Faction, &t; 

GBeneveſian Diſcipline have now ( I pre 

ſume) ſufficient Reaſon to beware of ſuch 

dangerous Contrivances for the future, and 

not ſuifer themſelves to be Gull'd again by 

ſuch gilded Pretences, which, like the Ap- 

Piet of Sodom, are ſpecious indeed, and Beau 

titul without, but Baſe and filthy within. The 

Diſſen to our Sorrow, have by this poli. 

cy, once iv'd us, and the Lord forgive 

them, but if they Deceive us again, the 

Lord forgive us. Improbe Neptunum accu 

fat qui iterum Naufragium Facit, As for 

my part, I declare before God and Mai 

that I Renounce, with all- my Heart a 

Soul 2s well the Idolatrous Papiſts, as the 

Anarchical Presbyterians, whole blind Zeal, 

and tranſparent Hypoctifie , with all their 

Sinful Appertenances, abjuro, EA 

Having drawn this Conclufian from So. 

lomon. That there is a Generation that 

are Pure in their own Thoughts, and yer 

they are not waſhid from their Filthineſs, 

oo, 2 + 4 A ay: from mo ed 

| Fetter. Freſumpluous IDey are, 

ſeif-wilPd, they are not afraid to ſpeak E 
vil Dięnities. 2 Pet. 2. 10. 


